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Higher Labor Costs 
Throw Jobbers 


Jobbers, struggling to  con- 


tend with higher costs of labor 
and living, call out for a helping 
hand from government to. re- 
lieve price ceiling pressure. NPN 
continues its snapshots of the 


jobber situation in this issue 
with the picture of a busy in- 
dustrial district which still pays 


no dividends. P. 22. 











Fuel Oil Rationed 
By Coupon Notes 


WASHINGTON — Coupon note 
plan for fuel oil rationing has been 
WPB until 


vt up by permanent 


plans for rationing are completed. 
{mendment 4 to L-56 puts the plan 
i: motion, allowing dealers to trans- 


fer fuel to consumers only on sur- 


render of Coupon notes. P. 10. 


Empty Car Return 
Enforced by ODT 


WASHINGTON - 


prompt 


ODT © orders 


return of empty tank cars 


from eastern unloading points in 


Special Direction 7-1. This follows 
Eastman’s effort in Exception 7-3, 
to keep small tank cars from. ship- 
ping petroleum to East Coast, free- 
100-200 


ing them for mile hauls. 


P19 


Predicts Future 
For Natural Gas 


CHICAGO The 


ich natural gas will play as the 


future role 
material for manufacturing 
new products in refineries was 
Interstate Oil Com- 


Commission meeting here Oct. 


ssed at the 
Compact also heard report on 
able reserves situation on nat- 
gas. P. 16. 


fo 


BULLETINS 


FUEL OIL RATIONING 


WASHINGTON—Lack of inform- 
ation which left New England com- 
pletely uninformed regarding range 
of oil rationing was _ protested 
against at an emergency meeting 
of the Independent Oil Men's Assn. 
of New England which called for 
“an immediate investigation and 
appropriate measures for protec- 
tion of these underprivileged small 


consumers’. 


Association on Oct. 2 said unre- 
stricted deliveries permitted on 
OPA “IOUs” has caused a drain 
of reserves. OPC spokesman said 
his office had taken no action on 
An OPA official said a 
press release had been prepared 


the protest. 


for dissemination solely from Bos- 


ton because it 


was a localized 


problem. If any investigation is 
made, OPA officials added, it will 


be done by local OPA officials. 


NEW P.I.W.C. MEMBERS 


WASHINGTON — Reese Taylor, 
Union Oil Co. of California presi- 
dent, has been renamed to P.I.W.C. 
since he no longer is connected 
with the as a WPB 


executive. 


government 


Another new member is Harry A. 
Logan, president of Elk Refining 
and United Refining vice-president, 
who is the new president of Na- 
tional Petroleum Assn. He _ suc- 
ceeded N. H. Weber in both posts. 


CONVERSION TO COAL 


W ASHINGT O N—Application 
blanks for fuel oil rations will seek 
specific information about the pos- 
sibility of converting oil burners, 
OPA said today in summarizing 
information to be called for in the 
application. This followed an an- 
nouncement that families with chil- 
dren under 4 years old will be 
given an additional ration of 50 
to 125 gal. depending on the 
thermal zone in which they live. 


Jobbers Organize 
National Council 


CHICAGO—Mid-West independ- 


ent jobber executives from = 12 
states banded together in new or- 
National Council 


Petroleum 


ganization called 
of Independent Assns. 
No major company affiliates will be 
included. P. 3. Mid-western job- 
bers met with OPC’s Dr. Frey and 
protested against nationwide — ra- 
tioning; also urged that Coordinator 
Ickes be 


allowed to run oil during the war 


cr. Bos 


given more power and 


Prices, Rationing 
Top PIWC Agenda 


WASHINGTON—Effect of gaso- 
line and fuel oil rationing, and ade- 
quate prices to carry out oil’s war 
assignments, are highlights as P.I. 
W.C. meets for regular monthly ses- 
sion here. Gasoline rationing will 
cut consumption to 52° of last year, 
High- 


er prices throughout industry are 


r. 3 


economics committee reports. 


asked in resolution. 


Surplus Equipment 
Is Listed by OPC 


WASHINGTON — An 


ing” list of surplus equipment and 


“impos- 
materials—mostly secondhand, but 
some new—is available to refiners 
for construction of war plants, Max 
B. Miller reports. 


at refineries throughout the country, 


Material is now 


but can be immediately. 


OPC will act as clearing house to 


shipped 


aid prospective buyers. P. 5. 


Wet and Dry Gas 
Ceilings Changed 


WASHINGTON OPA, by 
amendment, brings ceiling prices on 
wet and dry natural gas under Re- 
vised Price Schedule 88. New amend- 
ment, effective Oct. 7, sets wet gas 
ceilings at highest contract price in 
1942; dry 
gas at highest contract price in effect 


1941 


any given field on May 1, 


in any given field on Oct. 1, 


P. 18. 


Texts: Amendment to 137, OPC Directive 59...P.29,30 








NEWS BRIEFS 


Need for oil price hike cited to 
O’Mahoney group. P. 3. 
* - * 
Kittinger heads East Coast pool- 
ing program. P. 3. 
* * * 
Car insurance rates cut in East's 
ration area. P. 4. 


7 * + 


Nationwide rationing will cut car 
use 48°, P.I.W.C. told. P. 5. 

NPN’s digest of war-oil orders. 
P. 6. 

OPA boosts camelback quotas to 
recappers. P. 6. 

New OPA ruling on 
help some jobbers. P. 7. 


* 7 + 


137 may 


Ban on use of asphalt extended 
to entire country. P. 7. 


Regulatory conference urges re- 
stricted rationing. P. 14. 

1LP.A.A. counsel hits restriction, 
low price of crude. P. 18. 

Rail hauls to East drop to 835,530 
b/d. P. 19. 

ODT orders fewer 
solid trainloads of oil. 


* * . 


routings for 


P. 19. 


“Joint action” to cut tank truck 
mileage asked by ODT. P. 20. 
* * oo 
Longview pipeline smashes con- 
struction records. P. 22. 
* . 7 
OPA 
tubes. 


freezes used tires and 


P. 8. 
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From the 


Technical Service Department 





ETHYL CORPORATION 


Facts and Flashes 


; 
: FOR THE WARTIME PETROLEUM REFINER AND MARKETER 











1600 West Eight Mile Road 
: DETROIT, Michigan 


Urging of car owners to drive LESS is now sound business for oil companies, 
gasoline dealers and all petroleum industry branches. Reason is that 
existing tires have just so much mileage remaining—equivalent of just so 
many gallons of gasoline and quarts of oil. By spreading mileage over long 
period, petroleum marketers assure themselves of more lasting source of 
income. Most important reason for tire conservation, however, is vital need 
to keep essential civilian transportation rolling for duration. 




















Shortage of distillate in farm areas is accelerating swing to gasoline for 
tractor use. Gasoline has proved best fuel on all counts—gives more 

power (up to 30% more when tractors are changed over to high compression), 
minimizes oil dilution and lengthens tractor life. Recent tests show wear 
on engine parts is less than half as fast with gasoline as with distillate. 
Marketers in rural areas should consider farm market as prime opportunity. 
Send for two new booklets published by Ethyl — "Wartime Tractors" and "High 
Compression Overhaul and Service." Remember, "Farm power is fighting power!" 

















Need for scrap metal is far more urgent than most Americans realize. 
Gasoline dealers who cooperate in present drive to "Get in the Scrap" are 
rendering important patriotic service—should redouble their efforts to 
salvage steel, copper, brass and other metals. 











Elaborate precautions needed to protect cars in storage have influenced 
many owners to keep their cars in service. Occasional use of car benefits 
tires by flexing rubber in sidewalls, prevents oil gumming, battery 
deterioration and other storage ills. At same time car is always ready for 
use in possible emergency. 

















Speedometer readings are no longer reliable as service reminders. Reduced 
operation by many car owners means cars are in service only two or three 
days a week. Condition of battery, crankcase oil, etc., should be checked 
on time rather than mileage basis these days. 








Reported effect of war is general leveling off of gasoline octane ratings 





over country. Antiknock quality of regular and premium is holding up well, 
but "peaks" of extremely high octane ratings are disappearing. 








"Oil is ammunition—use it wisely!" 
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Royal E. Decker... 


Temporary Chairman of New 
National Oil Jobber Council 


When the necessity for crystallizing nationally the thoughts and 
needs of independent oil jobbers arose at the jobber meeting in 
Chicago last week, and the formation of a National Council of In- 
dependent Petroleum Jobber Assns. took place, Royal E. Decker, 
Detroit, president of Plymouth Oil Co., was unanimously elected tem 
porary chairman. 

The new nationwide jobber association will hold its first meet- 
ing at the Bismark Hotel in Chicago on Oct. 13, at which time the 
organization will be perfected and officers elected for the ensuing 
year. 

National gasoline rationing, transport regulations, jobber margins, 
and closer cooperation with the Office of Petroleum Coordinator for 
War are some of the problems that will come before this new or- 
ganization. 

Jobbers feel that with a national group assisting in formulating 
ideas, thought and action, they will be in better position to present 
an over-all statement of their hurts and requirements to official Wash- 
ington, according to Mr. Decker, who said the petroleum industry 
is an ever changing picture and the jobbers desire to keep theu 
phase of it in proper focus. Jobbers and marketers are not thinking 
about profits, he said, but about their continued existence and service 
to the public through the retailer so that when the war is won they 
will still be here. 

Mr. Decker is a member of the Petroleum Industry War Coun- 
cil and is president of National Oil Marketers Assn. 


NATIONAL PETROLEUM NEws 





and 
g in 
f In- 
oker, 


tem 


neet 
» the 


uing 


gins, 
r tor 


V OI 


ating 
esent 
Vash- 
ustry 
thei 
king 


rvice 


the 


20un- 


lTEws 

















NEWS 





OLUME 34 


WEDNESDAY, 


OCTOBER 7, 1942 


NUMBER 40 





Senate Group 
Told of Need 
For Oil Hike 


NPN News Bureau 

WASHINGTON — Higher crude 
prices to stimulate wildcatting and 
assure the Army and Navy of suf- 
ficient production to meet needs 
beyond 1943 were urged by repre- 
sentatives of the oil industry Oct. 6 
at resumption of hearings by the 


O'Mahoney Senate subcommittee, 


attended by Price Administrator 


Henderson, representatives of the 


War and Navy Departments, OPC, 
ODT, the Geological Survey and oil 
associations. 


Sen. O'Mahoney had _ warned 


against vehement presentations and 
conducted the meeting as a round- 
table discussion, explaining it was 
not an investigation but an effort 
to ascertain facts. The increased 
demand for petroleum started with 
Pearl Harbor, he said. And _ the 
decrease in new wells began then 
also. 

giving definite 
figures, Gen. Walter B. Pyron said 
that the Army’s demand for petro- 
leum products in 1943 will be sub- 
stantially above that for 1942. But 
the Army 


Retraining trom 


expects no difficulty in 
meeting requirements, he said. He 
expected a shortage on the West 
Coast if the war continues much 
longer than 438. 
Navy 
Capt. A. F. Carter, petroleum liai- 
m officer of the Navy, said that 
overall requirements will gradually 
icrease so that by the end of 1943 


they will substantially double the 
mounts needed at the present time. 


Needs Double 


How, when and where additional 

roduction can be obtained and ad- 
itional refining becomes effective 
eeds to be known, he said. He 
commended early consideration to 
search and new drilling, particu- 
irly in the west “where the rela- 
mship available 
serves and requirements is least 
worable.” 


between actual 


Figures presented by Frederick H. 
thee, geologist of the Sun Oil 
. and representing the A.P.I. show 


it while wildcat’s have increased, 


Continued on p. 6) 


OCTOBER 7% 1942 





Jeffers States Attitude 
On Trucks, Busses 


NPN News Bureau 
WASHINGTON—Rubber Di- 
rector Jeffers has indicated his 
attitude toward tires for trucks 
and busses. 

In an Oct. 6 speech, he said 
“every means of transportation 
in this country expanded so skil- 
fully in the past years, especially 
the bus and truck, must be con- 
tinued to its fullest to completely 
accomplish the necessities of our 
essential business life on rubber.” 

He said the Baruch report is 
his “textbook” and that he in- 
tends to follow its recommenda- 
tion that the present synthetic 
rubber program be “balled 
through”. 











New National Association 


Formed by 


NPN News Bureau 
CHICAGO—The formation of a 
new national organization of inde- 
pendent jobbers, to be called the 
National Council of Independent 
Petroleum Assns. and to be tempor- 
arily headed by Royal Decker, De- 
troit, president of the National Oil 
Marketers’ Assn., was unanimously 


recommended — by from 


executives 
mid-western jobber associations of 
12 states at their meeting here last 
week with Dr. John W. Frey, special 
assistant to Deputy Petroleum Co- 
ordinator Davies. 


Besides setting up machinery for 





East Coast Pooling Program 
To Be Directed by Kittinger 


NPN News Bureau 
WASHINGTON—L. T. Kittinger, 
vice-president in charge of market- 
ing for Shell Oil Co. east of the 
Rockies, has been named to head 
the East Coast oil pooling program 
set up under OPC Recommendation 
No. 59. 

Mr. Kittinger, it is reported, has 
been given a free hand in selecting 
his staff which will include person- 
nel for 6 zone offices. He comes to 
his new job from the office of the 
Deputy Director General for Op- 
WPB, where he has 


served recently. 


erations of 


Under the pooling plan, which is 


industry-financed, primary eastern 
suppliers will share available prod- 
ucts on a percentage basis deter- 
mined by their 1941 sales position. 
Complete details 


have not been 


worked uniform 
specifications for products to facili- 


tate pooling. 


out, including 
It is understood, how- 
ever, that two grades of gasoline 
are contemplated—a premium grade 
of 80 octane A.S.T.M. and a regular 
grade of 72 octane. Specifications 
on other products will be substan- 
tially as at present, official sources 
indicate. 
Zone Offices 

Zone offices under the pooling 
program will be located in Boston, 
New York, Pittsburgh, Philadelphia, 
Richmond, and Atlanta. 

As an aid to New England, one 
of the tentative steps in the plan 


R be to move about 


1300 tank 
cars daily into the Northeast. About 
70% of this movement will be in 
light products other than gasoline, 
and from crude oil moving into 
Eastern refineries, New England will 
get an extra amount of about 12%. 
This would mean that around 82% 
of movements into the area would 
be kerosine and light and heavy fuel 
oils to relieve the tight supply situa- 
tion. 

The pooling program received the 
“green light” when WPB Chairman 
Nelson certified it to be necessary. 
This action cleared the way for the 
working out of uniform. specifica- 
tions designating certain terminals 
as receiving depots for redistribu- 
tion throughout the East and other 
measures necessary to obtain maxi- 
mum efficiency. 

While products would be for the 
most part of uniform quality, aban- 
donment of trade name would not 
necessarily be required. Companies 
may keep brand names as means of 
identifying their outlets. 

In a broad sense, the pooling of 
supplies ties in with ODT’s program 
for pooling local tank wagon deliv- 
eries. However, there is nothing in 
OPC’s plan concerning pooling of 
distribution facilities. The supply 
pooling plan also ties in with tank 
car allocation since rail movements 
would be under board control of 


ODT. 


Jobber Groups 


the organization of the new jobber 
council, the executives designated 
Oct. 13 as the date for the first meet- 
ing, and invitations are to be mailed 
to approximately 30 associations. Mr. 
Decker is being assisted by Glenn 
A. Primm, executive secretary of the 
Illinois Petroleum Marketers Assn., 
in making arrangements for this first 
meeting which will be held at the 
Bismark Hotel here. The purpose of 
the meeting is to establish a plan 
of permanent organization and_ to 
elect. officers. 


The new organization is the out- 
growth of a need expressed by job- 
bers or national representation, and 
is to be composed, according to the 
recommendation, of two members— 
preferably the president and the sec- 
retary—of each state oil jobber as- 
sociation. “It will in no way be 
affiliated with, or subsidized by, the 
Major company branch of the in- 
dustry,” said Mr. Decker. 


In addition, two representatives 
from all other state or national job- 
ber associations are to be included 
in the membership. 


Weber Pushes Group 


One of the chief exponents of the 
new jobber organization was Eric V. 
Weber, president of the Ohio Pe- 
troleum Marketers Assn. and chair- 
man of the afternoon meeting held 
Sept. 30. Mr. Weber 
stressed the need for a strong job- 


Tuesday, 


ber organization and said that only 
through a national group could job- 
bers’ interests be protected. 


The plan for a new organization 


(Continued on p. 16) 





Dean to Address Jobbers 
NPN News Bureau 
CHICAGO—Joel Dean, OPA’s 
Petroleum Rationing Adminis- 
trator, will be a major speaker at 
the _ first National 
Council of Independent Petro- 
leum Assns. on Oct. 13 here, it 
Mr. Dean 


will discuss nationwide gasoline 


meeting of 


has just been learned. 


rationing, and has promised to 
answer any questions put to him 
on either fuel oil or gasoline ra- 
tioning. 

















Car Insurance Rates Reduced 
In East Coast's Ration Area 


NPN News Bureau 

NEW YORK—Reductions in auto- 
mobile bodily injury liability insur- 
ance rates for private pasenger cars 
in 16 of the 17 gasoline rationed 
eastern states have been brought 
about by joint action of National 
Bureau of Casualty and Surety Un- 
derwriters and Mutual Casualty In- 
surance Rating Bureau. 

The 2 bureaus recommended re- 
ductions to state supervising authori- 
eastern 
states under their jurisdiction and 


ties in the rate-regulated 
where gasoline rationing is now ef- 
fective. As a result of efforts of the 
supervising authorities, the reduced 
rates became effective Oct. 1 retro- 
active to July 22 in New York and 
North Carolina; Oct. 1 retroactive 
to Aug. 1 in New Hampshire; and 
will be effective, because of statutory 
regulations, Oct. 30, retroactive to 
July 22 in Virginia providing no 
objections are received prior to Oct. 
8. The bureaus have no jurisdiction 
over the rate-regulated state of Mas- 
sachusetts, where fixed 
by the state according to statutory 
requirements. 


rates are 


In the 12 non-rate-regulated east- 
ern states under gasoline rationing 
the same reduced rates were made 
effective automatically on Oct. 1 by 
member companies of the Casualty 
and Surety Underwriters Bureau 
and are retroactive to policies dated 


on or after July 22, 


when present 
gasoline rationing system went into 
operation. 
Reductions Listed 
Rates for holders of “‘A” 
reduced 20% and _ for 
~ and | “i 


ration 
books are 
holders of “B 
books 10%. 
No change was made in property 
liability 


companies sustained serious under- 


supplemental 


damage rates since the 
writing losses on this coverage, due 
primarily to increases in the cost of 
labor and materials, increasing dif- 
ficulty of obtaining parts and lack 
of experienced labor. 

Explaining their action fully, the 
bureaus stated that the rate reduc- 
tions “are in the nature of emer- 
gency action which has been taken 
an extraordinary condition 


Normally, 


the rates for this insurance are deter- 


to meet 
arising out of the war. 


mined by the established experience 
of the companies over a period of 
years. While the companies have 
been aware that conditions affecting 
the operation of automobiles have 
changed since the institution of gaso- 


line rationing on July 22, 


as a mat- 
ter of fact it may only be assumed 
that underwriting results are im- 
proving. There is as yet no statis- 
tical or actuarial information show- 
ing that improvement has occurred 
sufficient to offset unfavorable war 


conditions. 





Uniformity in Occupational Deferment 
Is Aim of Cleveland's Draft Officials 


NPN News Bureau 
CLEVELAND—An executive com- 
mittee of the Selective Service board 
chairmen in the Cleveland area, com- 
posed principally of prominent busi- 
ness men including personnel direc- 
tors, vice-presidents, general man- 
agers and chief executives of various 


industrial organizations, issued a 
statement on occupational defer- 
ments here Oct. 2 in an_ effort 


to clear up confusion and to estab- 
lish a more uniform basis for de- 
ferment from military duty. Because 
it is one of the most level-headed 
efforts to focus the thinking of local 
draft boards and to clarify the status 
of the “essential” worker yet en- 
NPN 


statement in full—kEd. 


countered, is reprinting the 


The statement follows: 

1. Under the law and regulations 
no registrant can be indefinitely de 
ferred from military service because 
of an industrial occupation. Some 
ean and should be deferred. Occu- 
pational deferments are limited to 
six months or less at a time and are 
made solely in the interest of the 
war effort. Deferments are granted 


A 


to permit time for obtaining or train- 
ing replacements. From the date of 
the first deferment of such a man 
he has been temporarily loaned to 
the employer by the Government's 
armed forces. 

2. Every activity has in it men 
whose duties are such that in all 
truth they are necessary to its op- 
eration. Most activities employ men 
whose knowledge and skills, ac- 
quired over many years of training 
and experience, make them difficult 
to replace. These should be deferred 
in accordance with established regu- 
lations. 


3. Every emplover should at once 
ascertain who these men are and 
file immediately with their local 
boards affidavits for oc« upational de- 
ferment (Form 42-A). Each board 
has a supply of these forms and will 
furnish them to the employer on re- 
quest. 

4. Doubts should be resolved in 
favor of the armed forces, both by 
the boards and by the employers. It 
is just as wrong for a local board to 
refuse deferment to a genuinely nec- 
essary man, properly requested by 
an employer, as it is for the employ- 
er to seek deferment for an unneces- 
sary man. 


5. Boards are now eng iged in 


reclassifying unmarried III-A’s and 
III-B’s in view of the Dependents’ 
Allotment Act of June 23, 1942, and 
it is important that all 42-A’s be in 
the registrant’s file before they re- 
classify these men. Reclassification 
of married III-A’s and III-B’s will 
follow completion of reclassification 
of unmarried ones. A Form 42-A 
submitted after classification has 
been completed is a request to re- 
open the case which, in the discre- 
tion of the board, may be denied. 
A Form 42-A is not an appeal and 
the 10-day period for appeal runs 
from the date of the last classifica- 
tion. 


6. The general regulations as to 
occupational deferments under the 
Selective Service Act are set forth in 
“Memorandum to All State Direc- 
tors” dated March 16, 1942 (1-405, 
Local Board Release No. 115, as 
amended by L. B. R. 122 and 137). 
It is recommended that employers 
and board members familiarize 
themselves with this memorandum. 

Based upon the foregoing the fol- 
lowing general principles are recom- 
mended for consideration of employ- 
ers and Selective Service Boards: 

I. Employers Should Recognize 
that: 

(a) <A deferment request (42-A ) 
should be filed for a “necessary 
man” before the registrant is classi- 
fied, if possible, whatever his pres- 
ent or prospective classification may 
be (e.g. III-A, III-B, or IV-F). No 
employer should file a 42-A for any 
man not truly necessary and _ for 
the time being irreplaceable in the 
effective operation of his activity. 


Form 42-A is not necessary to have 
a man transferred from III-A to 
III-B. 

(b) Requests for deferment 


should be complete and concise— 
with particular attention given to the 
specific duties of the registrant and 
the efforts made to secure or train 
a replacement. (It is the occupa- 
tional skill of the particular regis- 
trant and not the employer's busi- 
ness which justifies a deferment. ) 

(c) Definite steps should be taken 
to secure and train replacements for 
deferred registrants. When renewal 
of deferred classification is request- 
ed, full explanation of failure and 
evidence of effort to secure or train 
such replacements are to be submit- 
ted with the request. Such request 
should be filed at least 15 days be- 
fore the expiration of the earlier 
deferment. 

(d) Present or potential I-A 
registrants should not be trained for 
critical occupations with the ex- 
pectation that they will be deferred. 

(e) Women, older workers, and 
those physically handicapped can 
and should be used on many jobs 
now filled by younger men qualified 
for military service. The local boards 
should not be asked to defer regis- 
trants who can be so replaced. 

Il. Selective Service 
Should Recognize That: 


Boards 


(x) Rapidly expanding activities 
are retarded more by the loss of 
an experienced employe than ac- 
tivities that have “leveled off” their 
production. Such expanding activ- 
ities should receive consideration 
until full strength is achieved, if an 
adequate training program is main- 
tained. 

(vy) Employes engaged in certain 
occupations are more difficult to re- 
place than others. Such occupations 
require a combination of personal 
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characteristics, technical education 
and varied practical experience that 
is found in few, if any, of the avail- 
able replacements. This fact should 
be given due consideration in acting 
on requests for deferment or re- 
newal_ thereof. 

(z) It is the board’s responsibility 
to place registrants in the armed 
forces or defer those in critical oc- 
cupations to provide time for re- 
placement, whichever will best serve 
the nation. 

There Is No Easy Way to Win 
This War. The ultimate in co- 
operation and sacrifice is demande 
from all of us. Let us try to work 
out this program with that in mind 


Hoosiers Complete Plans 
For October Meeting 
Special to NPN 
INDIANAPOLIS—Program of th: 


Indiana Independent  Petroleun 


Assn. convention here Oct. 14-15 
will include three speakers: Jol 
Harper, Empire State Petroleum 


Assn. president, who will speak or 
gasoline rationing in the East; Royal 
EK. Decker, P. I. W. C. member and 
prominent Michigan jobber; and 
William Aitchison, newly-appointed 
chief of 
diana, and sales manager for Good 
win Brothers Automobile Co., New 
Castle. 

Question and answer periods will 


gasoline rationing in In 


follow each speaker, and a banquet 


and entertainment have been = ar- 


ranged. 








DEATHS _ 














William F. Gardner 
William F. 


trict manager of 


Gardner, former dis- 
Standard Oil of 
Kentucky, died at his home in Sara- 
sota, Fla., Oct. 2. Mr. Gardner had 
been district manager for Kentucky 
Standard for over 30 years when hi 
retired Oct. 1, 1940. He was a di- 
rector of the Kentucky P-:troleum 
Marketers Assn. for 10 years, and 
was chairman of the Kentucky P¢ 
‘roleum Industries Committee from 
the date of its organization until he 
retired. 
o 8 6 
Harold M. Oldis 

Harold M. Oldis, 48, died Sept. 28 
after suffering a heart attack on a 
train bound for his Pelham, N. Y 
home. He was chief engineer for the 
export division of the Texas Co. 

eo 8 6 
Gordon H. O'Hara 

Gordon H. O'Hara, 63, 

tired in January, 1941, as assistant 


who re 


sales manager for the New York di 
vision of Gulf Oil Corp., died at 
Westfield, N. J., on Sept. 19. 


Frank Makepeace 
Frank Makepeace, 64, 
counsel for Eastern States Petroleun 
Co., Inc., died at Houston Sept. 24 
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Nationwide ‘Gas’ Rationing to Cut Use 48% 
PI.W.C.’s Economics Committee Forecasts 


W ASHINGTON—Petroleum 


Industry War Council, meeting 


here Oct. 5-6, heard a prediction that nationwide gasoline rationing 


is contemplated by the Baruch committee will cut passenger car con- 
sumption to 52% of the 1941 level. 


P.I.W.C. was told by its economic committee that adjustment 


of refinery yields, which should be accompanied by price increases, 


is so important that maintenance of present yields could cause a 


shortage under normal winter conditions of 50% in distillate fuel oil 


for home heating in Districts 1 and 2 assuming that non-heating re- 


met in full. 


Committee said 


juirements are 
with increased 
tank car and some tanker shipments 
it would be possible to supply about 
80% of the kerosine, distillate and 
residual fuel oil needed for home 
heating in Districts 1 and 2 in a nor- 
mal winter, all rationed gasoline re- 
juirements in Districts 1, 2, 3 and 4; 
all distillate, kerosine and residual 
fuel oil requirements for non-heat- 
ing purposes in Districts 1 through 
5; and all distillate, kerosine and 
residual fuel oil for heating in Dis- 


tricts 3 and 4. 


Committee estimated transporta- 
tion available to District 1, in terms 
f barrels daily, at 1,269,000 in Oc- 
tober, 1,332,000 in November, 1,- 
289,000 in December and 1,356,000 
in first quarter of 1943. 

East Coast gasoline stocks dropped 
100,000 bbls. between Aug. 15 and 
Sept. 26; kerosine and distillate in- 
reased 3,200,000 bbls., and residual 
rose 900,000 bbls. Committee had 
forecast a drop of 500,000 bbls. in 
sasoline stocks, an increase of 4,800,- 
000 bbls. in kerosine and distillate 
fuel oil and 5,000,000 bbls. in resi- 
lual fuel oil. 


‘dangerously 


Eastern stocks are 


near minimum”, com- 
mittee said. 
Nationwide gasoline rationing “ag- 
rravated an already serious situation” 
refinery yields which occupy a 
place as important as the transporta- 
tion problem, the committee added. 
Committee gave this picture of re- 


nery vie Ids: 


1941-Mar. 1942 


rasoline 15.3 
Kerosine & Distillate 20.3 
\esidual 21.7 
ther Product 12.7 

100.0 


OCTOBER 7% 1942 


4 Weeks 
Year Ago Oct. Ending Sept. 





Continuance of present yields com- 


mittee said, would cause gasoline 
overproduction of 200,000 b/d, in 
Districts 1 through 4, causing short- 
age of distillate and residual fuels 
even greater than 200,000 b/d be- 
cause there is not enough storage for 
that much extra gasoline. 

Recommending price increases to 
stimulate the changed yields which 
would be worked out by refinery 
committees in the four districts with 
OPC, committee said: 

“OPA and OPC have relied heavily 
on the patriotism of the industry 
and its executives to meet the war- 
time needs regardless of profits or 
losses, but in the long run a patriotic 
corporation can no more run on losses 
than a patriotic automobile can run 


on water.” 


Station Hours, Credit 

Up for PIWC Action 

WASHINGTON — First day of 
the October meeting of the Petro- 
leum Industry War Council ended 
here Oct. 6 with the council still 
to consider three resolutions from 
its marketing 
from the production committee, and 


committee, several 


still more from other functional 


committees. 
The marketing committee had re- 

solved: 
1—That the 


present regulation 





Preliminary Required 

Program To Bal- 
19,1942 Oct. ’42-Mar.’43 ance Mar. ’43 
Percent of Runs to Stills 


41.4 36.1 35.2 
21.6 24.4 23.2 
23.3 25.3 27.2 
14.9 14.2 14.4 
100.0 100.0 100.0 


governing hours during which ser- 
vice stations may sell gasoline in 
the East Coast area be extended to 
the rest of the country coincident 
with nationwide gasoline rationing; 


2—That the council again vote on 
banning credit card sales. (Passage 
of first resolution on this step was 
not nearly when the 


its July 


unanimous 
considered it at 
meeting—Ed.); 


council 


3—That steps be taken to assure 


* 


the oil industry’s continued ability 
to secure containers for its prod- 
ucts. 

Resolutions of the production 
than its recom- 
mendation for higher prices, were 


committee, other 
not made known. 

Council members met in the sec- 
retary’s conference room, New In- 
terior Department Bldg. They were 
paid a visit by Sen. Joseph O’Ma- 
honey, Wyo., and Sen. Carl Hatch, 
N. M., during the afternoon session 
Oct. 6. Newsmen were not permitted 
entrance to the meeting, but ap- 
plause following addresses by the 
two senators was audible far into 
the corridors. 


* * 


P.I.W.C. Resolution Urges 
Increased Petroleum Prices 


WASHINGTON — Substantially 
higher prices throughout the oil in- 
dustry, starting with crude oil and 
continuing through refined products 
from refineries to service station 
pumps, were urged in a_ resolution 
adopted by the Petroleum Industry 
War Council at its monthly meeting 
here Oct. 6. In the same resolution, 
P.L.W.C. asked: 

1—That “the proper 


mental agency take such steps as 


govern- 


may be necessary to assure the mak- 
ing available of the necessary mate- 
rials and supplies required in the ef- 
fort to discover new reserves and 
maintain a supply of petroleum suffi- 
cient to meet any anticipated needs”; 

2—That a “definite 


policy” be adopted to insure recogni- 


government 


tion of the changing conditions af- 
fecting finding and producing crude 
oil in the U. S.: 

3—That OPC bring these recom- 
mendations to the attention “of the 
proper governmental agencies and 
urge their adoption.” 


Prices Too Low 

The resolution asserted that pres- 
ent crude prices do not provide suffi- 
cient funds or the incentive for 
needed exploratory work. It did not 
recommend any specific amount of 
increase, 

While it 
rates of production without waste 
from known reserves in Wyoming, 


is possible to increase 


New Mexico, Louisiana, West and 
Southwest Texas and the Texas Gulf 
total 
without waste, “may be insufficient 


areas, the increase possible, 
to supply the expected increased war 
demand for petroleum for this coun- 
United Nations 


because production in other areas is 


try and the other 


declining,” the resolution — stated. 
Production from present known re- 
serves in the Eastern, Mid-Continent 
and California areas cannot be. in- 
creased much, if any, above present 
levels, the resolution said, pointing 
out that if 


Russia, Iran and Iraq should be lost 


reserves available in 


there would be additional heavy de- 
mand for oil from the U. S. 


All States Act to Comply 
With 35 m.p.h. Limit 

WASHINGTON—Every 

the union is taking steps to comply 


state in 


with the 35 m.p.h. speed limit. or- 
dered by ODT Director Eastman in 
line with the Baruch Committee’s 
according to an 
ODT statement issued Sept. 30. 
The speed limit, effective Oct. 1 
for all vehicles except common car- 


recommendation, 


riers on regular routes who come un- 
der the regulation on Oct. 15, has 
met with a “unanimously favorable 
response”, ODT said on the basis of 
a report from the Council of State 
Governments. 


D 
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Senate Group 


Told of Need 
For Oil Hike 


(Continued from page 3) 
the amount of crude per well is de- 
creasing. 

In reply to a question from Leon 
Henderson, he said that wildcatting 
now is more hazardous and_ less 
profitable than in the past and the 
chances of success are less than one 
to SIX. 

“I feel very strongly,” he said, 
“that we should continue wildcatting 


and step up the rate.” 


Henderson Against Hike 


Mr. Henderson took exception to 
the theory that an increase in crude 
prices would result in more wild- 
catting. He thought this method 
was a hit and miss approach to the 
problem of increasing production. 

Referring to a hasty estimate that 
$250,000,000 had been spent last 
year in wildcatting and a statement 
that we should be spending three 
times that amount now, Mr. Hender- 
son suggested that it would be bet- 
ter to pay the $750,000,000 directly 
to people who actually do the pros 
pecting rather than boost the price 
of crude and leave wildcatting on a 
voluntary basis. 

“Let's put the drilling on a sci 
entific basis,” he said. “If things are 
as serious as has been outlined here 
today, Let’s go after a certainty 
not an uncertainty. [ am against a 
rise in price of all oil being pro- 
Make the financial 
reward direct and liberal to the 
ones who are actually 
work. 


duced daily. 


doing the 
I'm not opposed to a price 
rise that definitely is effective in 
increasing oil production.” 


“Short of ‘Seed’ Money” 


A. I. Leborsen of Tulsa, repre- 
senting the I.P.A.A. urged that some- 
thing be done to stimulate wildeat- 
ting. “There is an urgent need for 
‘seed™ money or there will be a 
short crop of oil a few years hence.” 
he said. . 

Increase the price of oil, he rec- 
ommended, to such a point as to 
provide income from which explora 
tion money can be obtained in suf- 
ficient amount to double the wild- 
cat drilling. 

“If doubling the effort does not 
make the necessary discovery, then 
enough to treble it, because I have 
every reason to believe that the oil 
is there to be discovered,” Mr. Le- 
borsen urged. 
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Recommend New Standard 
For Oil Burners 


WASHINGTON 4 commercial 


standard for warm air furnaces 
equipped with vaporizing pot-type 
oil burners has been recommended 
by the National Bureau of Stand- 
ards for acceptance by producers, 
distributors and users The recom- 
TS-3333 has 


been adjusted to suit the composite 


mended — standard, 


recommendations — resulting from 


a wide circulation of an_ earlier 
draft for 


according to I. J 


comment, 
Fair« hild he ad ot 


the trade standards division 


constructive 


The standard is being submitted 
to the industry by mail, and if a 
sufficient number of acceptances is 
received, will be published by the 
bureau, together with the names 


of those acceptors. 


Camelback Quotas 
Increased by OPA 


WASHINGTON—Tire 


regulations were 


rationing 
changed today to 
increase the initial allotment of 


camelback allowe d retre ack rs and 
recappers. 
r¢ gula 


tions, effective Oct. 12, OPA. said 


In Amendment 36 to. the 
recappers would be allowed an in- 
itial allotment of 1000 ibs. for in- 
dividual truck molds for tires 7.50 
x 20 or larger, which will be com- 
puted by allowing enough camel 
back to make up the difference be- 
tween 1000 Ibs. and the recappers’ 
Feb. 18 inventory, plus the original 
other 
camelback obtained without certifi- 


initial allotment and_= any 
cate. 

The same basis of computation 
allot- 
ment to 300 Ibs. for each mold for 


will be used in bringing the 


truck tires 5.50 x 17 and 30 x 5 or 
larger, but not 7.70 x 20 or larger; 
and to bring the initial allotment 
molds to 1500 


lbs., except that for passenger tires 


for passenger car 


the original inventory date is Mar. 
99 


In replenishing inventories, a re- 
capper will be permitted to receive 
only the same kind of camelback 
that is called 
for on the ration certificate 


passenger car or truck 

Meantime, in Amendment 35, 
OPA said only one form would be 
used for rationing new tires and 
tubes as well as recaps or recapping 
services, instead of the two forms 


used previously. 
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ODT 

Rubber conservation Nation- 
35-mile speed limit was put 
into effect by General Order ODT 
No. 23; issued Sept. 26 and effec- 
tive Oct. 1. 


wide 


Tank cars—Small tank cars were 
prohibited from carrying petroleum 
to the East Coast without permit in 
Exception Order 7-3; issued Sept. 
28 and effective Oct. 10. 


OPA 

Furfural — Agricultural compo- 
nents used in the manufacture of 
furfural were exempted from price 
control in Amendment 30 to Sup- 
plementary Regulation 1, G.M.P.R.; 


issued Sept. 28 and effective Oct. 3 


Gasoline rationing — Teachers, 
students and school employes, as 
well as members of local draft and 
rationing boards were made eligible 
for “C” books in Amendments 1] 
and 12 to Ration Order 5A; issued 
Sept. 29 and 30 respectively, and 
both effective Oct. 5. 


Natural gas—OPA set ceilings fon 
wet and dry natural gas in Amend- 
ment 32 to Revised Price Schedul 
88: issued Oct. 1 and 
Oct. 7. 


Service station prices—Retailers 
were permitted to use the Oct. 1-15, 
1941 level in 


Amendment 10 to Maximum Price 
issued Oct. 


fixing margins in 


Regulation 137: 2 and 


effective Oct. 5. 


Act of convert- 


ing raw material into synthetic rub- 


Synthetic rubber 


ber was exempted from price regu- 
lation by OPA in Amendment 4 to 
Revised Supplementary Regulation 
No. 11, G.M.P.R.; issued Sept. 29 
and effective Oct. 5. 


Tire rationing—FEligibility restric- 
tions were relaxed as follows in 
amendments to Revised Tire Ra- 
tioning Regulations: 

For various branches of the medi- 
cal profession; Amendment 29;  is- 
sued Sept. 26, effective Oct. 2. 

For vehicles used for various 
transportation services; Amendment 
30; issued Sept. 26, effective Oct. 2; 

For labor dispute negotiators; 
Amendment 32; issued Sept. 29, ef- 
fective Oct. 5. 

For Red Cross workers: Amend- 
ment 33; issued Oct. 2, 
Oct. 8. 


Additions to the list of obsolete 


effective 


effec tive 


tire sizes were made by OPA 
Amendment 28 to Revised Tire | 
tioning Regulations: 
26, effective Oct. 2. 


issued S¢ 


OPA froze used tires and tul 
on Oct. 1 in Amendment 34 to R 


vised Tire Rationing Regulations 


Transportation Services — O] 
provided for the adjustment of m 
imum prices for persons supplyi 
transportation, storage or termnh 
services in Amendment 28 to Gi 
eral Maximum Price Regulation, 
sued and effective Sept. 29. Pi 
cedure for the adjustment was 
Procedural Regu 
tion No. 8 on the same date. 


in Temporary 


OPC 


for pooling of 


Pooling issued its pl 


supplies, termi 
and transportation facilities on 
East Coast in Directive No. 59; 
sued Sept. 25. 

Marketing—Provisions for the 
moval of market equipment we 


} 


revised and relaxed in amendment t 


Recommendation No. 30, issu 
Sept. 25. 


Fuel Oil 


tures for oil-heated homes, in 


-Maximum temper 


curtailment area were set in amend 


ment to Recommendation No. 


ISSUE d Sept. 29. 


WPB 


Fuel oil—Rationing began on tl 


coupon note basis with Amendment 


1 to Limitation Order L-56; issu 
Sept. 29, effective Oct. 1. 


Gas_ cylinders—WPB placed 


strictions on manufacture and di 
] 


livery in General Preference Ord 


M-233; issued and effective, Sept 


x0. 


Gasoline—Restrictions were 

moved on use of blue and gre 
dyes for coloring leaded gasoline 
amendment to Conservation Ord 
M-103; issued Sept. 30, effect 


Oct. 1. 


Plastics—Exchange of techni 


information on plastics was a 
proved by WPB in Certificate | 
Sept. 25. 


Preference ratings — Regulati 
on foreign oil operations were s 
forth by WPB in Preference Rati 
Order P-98-d, issued Oct. 1; and 
Priorities Regulation 9 as amet 
ed Oct. 1. 

NEW 


IONAL PETROLEUM 
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Some Jobbers May Benefit 
By New OPA Ruling on 137 


WASHINGTON 


av benefit 


- Some jobbers 
OPA 


under the new 


uling allowing retailers to boost 
rices from the March, 1942, “freeze” 
evel so that they have the same 
nargin as they did during the major 
ortion of the 


| and 15, 1941. 


period between Oct. 


One main benefit would be that 
some jobbers, whose tank wagon de- 
very costs to their own, company- 


yperated stations increased during 


the past year may find a way of re- 
overing part of that added cost in 


the new OPA stand. 


Amendment 10 ——to 


Price Regulation 137 provides that 


Maximum 


when a retailer's price, based on his 
March, 


margin less than during Oct. 1-5, 


highe st’ price last yields a 
1941, he may increase his maximum 
price to a point where he had the 
same level as last October, provided 
the new price does not exceed Oct. 
1-15 levels. (See text of amendment 
29 and letter OPA sent to 
oil industry explaining it on same 


on page 


page. 
In the amendment, OPA defined a 
‘margin’ as the difference between 
the retail price and the delivered 
ost at the service station. 
For the 


: ; 
livered cost 


tank wagon buyers, “de- 
means the net billing 


price charged to such buyer. 


For resellers who take deliveries 
by tank car or transport truck, buy- 
ing on a delivered basis, “delivered 
cost” is the net laid-down cost at 
buver’s central storage plus the ac- 
tual transportation cost from_ this 
storage to the buyer's retail estab- 
lishment 

For buyers taking deliveries by 
tank car or transport truck on an 
f.o.b. shipping point basis, the “de- 
livered” cost includes the net f.o.b. 
shipping point price, actual trans- 
central 


portation cost to buyer's 


storage and actual transportation cost 


from buyer’s central storage to his re- 
tail outlets. 

The words “actual transportation 
cost” permits the jobber, operating 
his own stations, to include increased 
tank wagon delivery costs in figuring 
what his retail margin actually is 
and what it can be under Amend- 
ment 10. 

The following hypothetical figures 
in table below indicate how this 


may benefit some jobbers. 


OPA Sub Offices 
Allowed to Revoke 


Gasoline Rations 
WASHINGTON—OPA liberalized 


its regulations for granting of “C” 
gasoline rations to eastern motorists 
at the same time it gave regional, 
state and district officials authority 
to conduct hearings and revoke or 
suspend rations in the case of a per- 
son who received a ration to which 
he was not entitled or who trans- 
ferred or rece ived a coupon book or 
coupons to which he was not en- 
titled. 


OPA said that vehicles used to 
take children and teachers to and 
from school, where there is no ade- 
quate means of transportation, are 
eligible for “C” rations provided 4 
or more persons are transported. This 
was accomplished by Amendment 1] 
to Gasoline Rationing Regulations, 
effective Oct. 5. 


Draft Boards Included 


In Amendment 12, effective Oct. 
5, OPA said members of local draft 


boards were eligible for “C” rations 
for travel between home and draft 
board headquarters for which they 
are compensated by the government. 
The same is true of local ration 


board members, except the stipula- 





Tank Car Cost of Deliv- Total Cost Total 

Cost ery By T. W. at station Margin Retail Price Date 

6 2« 8c 12« Oct. 1941 

5 2 2« 7.2c 3 10.2c March °41 max. 

5.6 2« 7 .6« 2 .6« 10.2¢ Spring °42 

5.6 2 .4¢ &« 2.2c 10.2¢ Summer 42 
Under Amendment No. 10 

5.6 2.4 8c 4c 12c 

6« 2.4¢ 8.4c 3.6c 12c 


Note that, where a jobber has a lower tank car price than last October and his 


tank wagon delivery costs have increased since then, he may work in the increased 


tank wagon 


ost and still take his full retail ‘“‘margin” 


same as last October—provided 


that the total retail price doesn’t exceed that of last October. 


OCTOBER 7 1942 


tion that the travel must be paid for 
by the government does not hold 
true for them. 

regional, 
state and district officials of OPA 


the right to revoke or suspend ra- 


Amendment 13. gave 


tions of persons not entitled to them. 


>) 


This amendment is effective Oct. 2. 


Steel Drum Order L-197 
Clarified by WPB 


WASHINGTON—Some provisions 
of Limitation Order L-197, restrict- 
ing the use of new and used steel 
drums after Nov. 14, have been ex 
plained verbally by an_ official of 
WPB’s Container Branch. 

The order prohibited the packing 
of nearly 200 food, chemical and pe- 
troleum — products—including — solid 
and semi-solid greases of 300 pene- 
tration or less—atter Nov. 14. 

This provision raised the question 
in the minds of some oil men 
whether the order meant worked o1 
unworked greases. The WPB official 
said the restriction applies to greases 
of A.S.T.M. penetration of 300 and 
less at the time the grease is packed 
regardless of whether it is worked 
or unworked. 

WPB’s spokesman said nothing in 
the order would prevent a_ refiner 
from packing the restricted products 
before Nov. 14 and shipping them 
after that date. 

He pointed out that drums, as de- 
fined by the order, do not include 


cans or steel gas cvlinders. 


Gas Cylinders Hit 
By New WPB Order 


WASHINGTON — Gas cylinders 
may be manufactured and delivered 
after the first of the year only in 
accordance with specific directions 
from WPB, which reserved the right 
to ignore completely priority ratings 
in order to satisfy war requirements. 

Between Sept. 30 and Jan. 1, 


manufacturers are subject to any 
directive WPB > may 


fabrication and delivery of gas cyl- 


issue on the 


inders. 


The controls were imposed in 


General Preference Order M-235, 


issued Sept. 30. 


Order Quoted 


“On and after Jan. 1, 1943, no 
producer shall manufacture or de- 
liver any gas cylinder or gas cylin- 
der forging except as specifically di- 
rected by the Director General for 
“Such 
made_ primarily 


Operations,” the order read. 
directions will be 
to insure satisfaction of all defense 
requirements of the United States, 





both direct and indirect, and they 
may be made in the discretion of 
the Director General for Operations 
without regard to any previous rat- 
ings assigned to particular contracts 
or purchase orders.” 

WPB defined a gas cylinder as “a 
portable steel container other than 
a steel drum, which has a capacity 
of less than one ton, and which is 
suitable for shipping gas charged at 
high or low pressure.” 


OPC Extends Bans 
On Use of Asphalt 


To Entire Nation 
WASHINGTON—Nationwide re- 


strictions on paving uses of asphalt, 
asphaltic products, tar and tar prod- 
ucts were imposed Oct. 5 as a result 
of an amendment to OPC Recom- 
mendation 45 which extended the 
limitation, already in effect for the 
rest of the country, to Arizona, Cali- 
fornia, Colorado, Idaho, Montana, 
Nevada, Oregon, Utah, Washington 
and Wyoming. 

After Oct. 5, OPC said, road oil 
mav not be delivered for use on 
any roadway or other surface, but oil 
in tank cars on that date is considered 
Road oil 
delivered on or before Oct. 5 may 
be used through Oct. 25. 


to have been delivered. 


Asphalt, tar and other products 
may be delivered until Oct. 15 only 
if the material or equipment was on 
the location on or before Oct. 5, 
while use on public highways and 
roads shall be permitted until Oct. 
25 if the equipment was on_ the 
location on Oct. 5 or before. 

After those deadlines, the new 
states come under other terms of the 
recommendation which bans the use 
of road oil on roadways or other 
surfaces for vehicular or pedestrian 
use for the duration and defers for 
the duration the use of asphalt, tar 
or their products on public high- 
ways and roads except when deemed 
essential. 


WPB Names Armstrong 
To Foreign Branch 

WASHINGTON WPB has 
named Thomas R. Armstrong, head 
of New Jersey Standard’s produc- 
tion department, as chief of the for- 
eign requirements liaison branch 
where he will review and expedite 
purchases of materials by foreign 
governments. 


He will 


Board of Economic Warfare, Lend- 


maintain liaison with 


Lease and all other agencies con- 


cerned with foreign requirements or 
purchases. 
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Used Tires Frozen by OPA; 
Acts to Heed Baruch Advice 


WASHINGTON — OPA is mov- 
ing ahead with plans to provide 
tires for every driver in accordance 
with his neeas end has publicly in- 
dicated that it 1s working on this 
‘tires for all” scheme. 

The 


consolidation of 


first public step following 


gasoline and_ tire 


rationing was a “freeze” on. sales 
of used tires and tubes pending de- 
velopment of a rationing program 
which OPA said was designed “to 
the 
recommendation of providing tires 


tor all 


The freeze order—Amendment 34 


carry out Baruch Committee's 


essential uses”. 


to Tire Rationing Regulations—was 
issued on Oct. 1 and became effec- 
that date. 


tive on 
Recap Quota Hiked 


Simultaneously, OPA 
the October. recap quota 
to 939,940—an increase of 482,379 


pre- 


increased 


passenger Car recaps Over a 
viously authorized 457,561. 
“The freeze (on used tires) was 
put into effect to keep intact the 
present supply of used tires pend- 


ing completion of the rationing pro- 


gram, which will govern the use 
of these casings just as the present 
rationing regulations control the 
uses of new and recapped tires,” 
OPA said. “With the beginning 
of used tire rationing, the freeze 
order will be lifted to the extent 
necessary to permit sale to certifi- 


cate holders.” 

OPA said used tires, 
the Baruch 
recommendations, are valuable from 


needed in 
meeting Committee's 
two standpoints—first, the mileage 
left in those with good tread thick- 
nesses; second, in providing a sup- 
ply of recappable carcasses which 
is essential in any recapping pro- 
gram, 

a shortage of carcasses 
had 
“some hampering effect) on recap- 
the 
Some 


There is 
at present which already has 


ping in present rationing pro- 


gram”, certificates for re- 
capping have been issued to eligi- 
bles who were unable to make use 
of them because of unsuitable car- 
casses. 

Exceptions Cited 


The freeze order did not blanket 
all sales. OPA made some excep- 
tions, notably in the case of auto- 
mobile dealers. Provision was made 


for the sale of a car equipped with 


used _ tires. 


Dealer shift 


mounted tires among his cars, but 


may 


tires that were unmounted on Sept. 
30 may the 
freeze is 


not be mounted until 
lifted. 

The order also permitted trans- 
fers that are necessary between a 
recapper and a consumer in having 
a tire recapped or between a deal- 
er and consumer in having a tire re- 
paired. Transfers also may be 
made between dealer and recapper, 


OPA said. 


Small Business Committee 
Invites Refiners 


WASHINGTON — The Senate 
small business committee has given 
invitation to small oil 
“backs to the 
wall”, to come before the commit- 


an informal 


refiners, with their 
tee and present their problem. 


Committee is holding hearings 


preparatory to shaping legislation 
for tiding the little business man 
over the plight forced upon him by 
war conditions. Thus far no oil re- 
finers have been heard from, but at 
the office of the committee it is said 
pleas from any of this group would 


be welcome. 





Oil-Coal Mixture Practical, 
Bureau Reports After Study 


WASHINGTON 


inary study of oil-coal liquid fuel, 


After a prelim- 


in co-operation with oil and coal 


companies, the Bureau of Mines has 
reported to Interior Secretary Ickes 
that many industrial furnaces could 


use such a mixture without much 


change in boilers and burners. Cer- 
probably 
the oil 


Bureau 


tain types of furnaces 
am 
35% of 


the 


would save 30 to 


ordinarily consumed, 
said. 

The most feasible plan, according 
to the the 


and oil in a central plant from which 


bureau, is to mix coal 
the mixed fuel can be delivered to 
industrial users in the same manner 
as fuel oil. Consumers could 
the fuel 
burners or furnaces, the bureau be- 
that makes the 


attractive as no 


use 


without altering their oil 


lieves—a_ feature 


plan particularly 


copper, steel or other vital materials 


would be needed to convert exist- 


ing equipment. If an oil shortage 


forced these plants to install stokers 
or pulverized coal in all their fur- 


naces, it would create a heavy de- 


mand for critical metals 


Problems Pointed Out 


chiet problems in blending 


The 
oil and coal into a suitable fuel are 
keeping the coal particles from set- 
tling to the bottom of the tank and 


preventing the mixture from clog- 


ging tubes and burners during com 


bustion. 


“Furnaces designed exclusively 


for oil may have relatively small 


combustion space, small gas pas- 


sages and no means for removing 


ash from the furnace,” according to 


Dr. W. S. Schroeder, assistant chief 


of the bureau’s fuels and explosives 
section. 
“Here, the mixing of coal with oil 


must be done with care, for the 
combustion of the oil may be com- 
pleted in the furnace while un- 
burned coal particles reach the 
boiler tubes. The small gas pas- 
sages may be plugged by coal and 
ash, particularly if the ash has a 


low fusion temperature.” 


Recommend Bituminous 
\ bituminous coal with low ash 


and a high fusion temperature is 


recommended. Very fine grinding 
will help obtain rapid combustion, 
and the use of tar to keep the coal 
particles suspended in the oil “may 
be helpful.” 

Operation of a boiler at the same 
high rating as that attained with oil 
the 


, the size of the gas passages, 


will depend on combustion 
space 
the amount of ash in the coal and 
the fusion temperature of the ash. 
The mixture that seems to be most 
satisfactory is 40 lbs. of coal and 60 
lbs. ot oil. 


tried but found difficult to pulver 


Anthracite coal has been 
ize. The most satisfactory oils are 


those having a napthaline or as- 
Light oils 
cannot be used as they do not hold 
the 


Heavy 


phale base—not paraffinic. 


particles in 
Bunker C—is 


coal suspension 


oils neces- 
sary. 
Pulverizing Short 


One difficulty at the present time 
1S lack of 


The bureau 


pulverizing equipment. 


has recommended a 
survey of oil-burning plants on the 
eastern coast for the purpose of de- 
termining— 


1—If they already have the nec- 


NATIONAL 


essary equipment to bam coal. 

2—If coal-buming equipment 
could be installed without rebuild 
ing the furnace and boiler. 

3—If an oil-coal fuel could be 
used without seriously reducing 
the boiler rating. 

4—If the boiler would be plugged 


by the ash frorn oil-coal nvixtures. 


P-98D Order Issued by WPB 
On Foreign Operations 
WASHINGTON — Some changes 
in priority rules affecting oil oper 
ators who need preference rating as 
sistance in securing materials for for 
eign operations were announced Oct 
5 by WPB. 
Preference Order P-98D 


was issued making mandatory the use 


Rating 


of Form PD-311 on foreign opera- 
tions. At the same time WPB amend- 
No. 9 to 
eliminate the requirement that a per- 


ed Priorities Regulation 
son exporting material must file an 
export license with his supplier. Now 
a certificate that a license has been 
issued is sufficient, WPB said. 

Operators were formerly permit 
ted to apply on either PD-311 or 
PD-1A. 

Requests for materials during the 
fourth quarter of this year must be 
made on PD-311 which must be filed 
by Nov. 1. 


OPC Names Californian 
As Associate Counsel 
WASHINGTON—An independent 
Los Angeles oil attorney—Mortimer 
Kline—has been named _ associate 
chief counsel of OPC to work with 
Chief Counsel J. Howard Marshall. 

Announcing the appointment on 
Oct. 1, OPC said Mr. Kline “prob- 
ably is best known in oil circles for 
his work in a series of cases which 
halted the practice of crooked hole 
drilling”. 

OPC said Mr. Kline’s 15 years in 
law practice included experience in 
every phase of the petroleum indus- 
try. 

He is a graduate of Stanford Uni- 
versity, receiving a degree there in 
1921. He finished his law course at 
University of Southern California. 
1922 1925, he 


deputy district attorney for Los An- 


From until was 


geles County and deputy counsel 
from 1925 until 1927. Upon several 


Mr. Kline 
judge pro tem on petroleum matters 


occasions, has acted as 
in the Los Angeles Superior Court 
OPC said he has represented Kern 
Oil Co., British American Oil and 
Petroleum Co., Ltd., Hancock Oil 
Co., Bell and Loffland, Ine., 
Ventura Land and Water Co. 


and 
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R. T. Collier 
Marketing Director 


J. H. Ellender 
Chief of Motor Fuels 


WASHINGTON 
in the 


With oil 


middle of a transition 


mar- 
<eting 


period during which violent 


anges in procedures and_ prac- 


tices are taking place to streamline 
all-out the 
general headquarters 

the Office of Petroleum Co- 
dinator’s Marketing Division in 
Washington—are 


Se isoned by a year of work, 


peTrations tor war, 


rroblems at 


legion. 


this division is geared to the job 


ind 


faces its task in full “wartime 

ly SS 
This “wartime dress’”—or organ- 
rational set-up to be formal—con- 


sts of four distinct sections, each 


own chief, a specialist in 


Supervising government-industry 
warketing problems is Director of 


Marketing Robert T Collier, with 
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N. F. Foulds 
Chief of Fuel Oils 


Paul A. Best, assistant director, as 
“straw boss”. (For biographical 
sketch of Mr. Best, see NPN Feb. 
2a, P. 2.) 

Mr. Collier, who succeeded Dr. 


John W. Frey 


tor when Dr. Frey 


as marketing direc- 
Was appointed 
Deputy Pe- 
Davies early 


a special assistant to 
troleum Coordinator 
in July, has nearly 20 vears’ experi- 
ence as an oil marketer. He came 
to OPC on leave as vice-president 
of Great Lakes Carbon Corp., but 
was previously with Shell Oil Co. 
as its west 


1936-39. He 
Petroleum in 


coast manager from 


started with General 
1924 and 
ferred to handle marketing for Gen- 
Washington, Alaska 
Columbia. When 
Vacuum — took General, he 


joined Van Fleet and Durkee, Inc., 


was trans- 


eral in and 
British Soconv- 


over 


Meet OPC Specialists 
Who Handle Problems 
Of Oil Marketing 


Assistant 


H. C. Cooper 
Chief of Lube Oils 


as vice-president in charge of sales. 
When _ this sold to 
Shell, he became division manager 
for Utah, Nevada and Central Cal- 
ifornia, later becoming sales mana- 


business was 


ger. 

OPC’s four marketing sections 
and their chiefs are: Motor Fuel, 
Joseph H. Ellender; Fuel Oils 
Ned F. Foulds: Lubricating Oils 
and Greases—Howard Cooper; and 


Asphalt—D. C. Arnold. 
Motor Fuel Section 

Mr. Ellender had 13 years of oil 
industry experience before joining 
Office of Price Administration in 
May 1941, at which time OPA was 
as “OPACS”, the CS stand- 
ing for “Civilian Supply”. 

Prior to 1936, he 
Gulf, Humble, Shell 


Central, gaining experience in many 


known 


worked for 


and Crown 








P. A. Best 
Marketing Director 





D. C. Arnold 
Chief of Asphalt Section 


industry branches, including mar- 
keting and management. From 
1936 to 1941, Mr. Ellender spe- 


cialized in petroleum economics as 
an analyst for Lehman Corp., New 
York, supervising Lehman’s oil port- 


folio. 


From helping to organize 
OPACS’ Petroleum Unit, he be- 
came liaison officer between this 
organization and OPC. He has 
been with OPC since early this 
vear. Mr. Ellender was born Dec. 
12. 1911, in Galveston, Tex., at- 


tended Austin College, University of 
Houston and City College of New 
York. 
Mr. 
through 
School of 


where he 


Foulds worked _ his 
the 


Business 


way 
Harvard Graduate 
Administration 
economics 


had 12 


majored in 


and marketing. He has 
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years of oil industry experience, his 
first two years being with the sales 
research and marketing division of 
Ohio Standard. 

During the next 10 vears, he 
headed the fuel oil 
Southern New 
building one of the largest retail 


division of 


England Ice Co., 


fuel oil distributing systems in this 
part of the country. As sales mana- 
ger, he — supervised — purchases, 
stocks, sales and deliveries, in addi- 
tion to all problems connected with 
an oil burner sales department. 
Now that the public is being asked 
to convert to some fuel other than 
oil, Mr. Foulds Says he'll be able 
to use his experience along this line 
“in reverse”. 

Mr. Foulds was born April 2, 
1904, received his A.B. degree at 
Wichita (Kansas) University. He’s 
married and has two children. 

Mr. Cooper came to OPC re- 


cently from Sinclair Refining wher 
he was chief lubrication engineer 
Lubricating Sales 
Department. He has been with 
Sinclair for 18 vears. Prior to that 


in the Domestic 


he Was with Texaco, also as a lu- 
brication engineet 

Born Dec. 23, 1890, Mr. Coope1 
was graduated from Armour Insti- 
tute of Technology in 1913 with a 
B.S. in 


Chicago is his home town 


mechanical engineering. 
Mr. Arnold was with Texaco for 
15 years as a representative in the 
asphalt sales department. He _ has 
worked in mid-western and south- 
ern U. S. while with Texaco. 
After being 
Texas A. and M 
football 


vears for the 


graduated from 
where he was a 
player he worked two 
Texas Pipe Line Co 

Mr. Arnold IS married ind has 
an 8-year-old daughter. He cam 


to OPC March 9 of this veal 





Fuel Oil Dealers Say Nix on Supplying 
50-Gal. Tanks at U. S. Housing Project 


WASHINGTON—Fuel oil deal- 
ers in the Alexandria, Va., area are 
refusing to send their trucks over 
torn-up streets to service some 200 
government-built housing units at 
Valley, Va., 
with only 50-gal. storage tanks. 

“At times like this,” said Frank 


Fannon of Thomas J. 


Cameron equipped 


Fannon and 
Sons, “we don't expect to get all 
the ‘sweet’ stuff. But in tying up 
drivers and trucks with 30 and 40- 
gal. deliveries under such conditions 
we are holding up customers who 
have proper storage facilities and 


with less wear and tear and loss of 


time. The solution is for the gov- 
ernment to install 275-gal. tanks.” 








At a meeting the tenants agreed 
on 2 possible courses of action—to 
fix a specified date for group deliv- 
eries every 2 weeks, or to seek the 
erection of a large reservoir, to be 
filled on one delivery, from which 
they could carry fuel in cans_ to 
their tanks. 

Cameron Valley housing project 
was built more than a year ago by 
the Federal Works Agency and com- 
prises 341 housing units since 
turned over to the Alexandria Hous- 
ing Authority. It has a large turn- 


over of tenants, restricted to fam- 


ilies of civilian and enlisted person- 
nel of the Navy 
naval establishment in 
and Fort Belvoir. 


Department, a 


Alexandria, 


Fuel oil dealers in Alexandria, Va., are shying away from 200 fifty- 
gallon storage tanks like these at the Cameron Valley, Va., government 


housing project. which is reached only over torn-up streets. 


Each 


“drop”, in this instance, means unwinding a 100-ft. hose. Both hose and 
truck tires are too precious now, the dealers argue 


‘Coupon Note’ System Set Up 
For Deliveries of Fuel Oi! 


WASHINGTON — A 


coupon in the 30 state ration area for co 


credit system under which dealers iM space, except in hospitals, { 


: ; . human occupancy 
may deliver fuel oil to their cus- : sini tamminida 

The requirements that coup 
tomers during October has been es- 


tablished by WPB. 


Basic instrument in the system 


or coupon notes be received in ¢ 
change for oil applies only to sh 
ration 


ments from within the 


is the “coupon note” which says area to a consumer outside of + 
area. 
Sets Up ‘Flow Back’ System 
“Flow back” 


pons and coupon notes was est 


that the buyer received so many 
gallons of fuel oil and agrees to 
surrender coupons for that amount control over « 
within 15 days after any fuel oil 
ration order of OPA takes effect. 

“Coupon credit” was outlined by supplier in the ration 
WPB in Amendment 4 to Limitation 20" ™®@) make 
Order L-56 which said that, be- dealer or secondary supplier exc 
tween Oct. 1 and 31, no dealer 


to a con- notes. 


lished by a requirement that 
primary 


deliveries ti 


in exchange for the coupons 


could transfer fuel oil 


sumer within the 30 rationed states A person may buy a dealer's bu 


ness, however, without present 


except in exchange for coupons, 


coupon notes or other evidences coupons or notes for the fuel oi 


of transfer. The “other evidences” storage, but the buyer is to t 


were not specified as to form. over the coupon notes in the ha 
| ; 
OPA plans to make fuel oil ra- of the seller. 

tioning effective about Oct. 15 Every time fuel oil is sold t 
This is the form of the coupon dealer or supplier in the ratio 


note: 








Dat October , 1942 Amount Gall 
The undersigned acknowledges receipt from 
(name and address of the transfer 
ot gallons of fuel oil and agrees to surrer 
fuel oil ration coupons or other evidences representing such gallonage within fift 
(15) days after the effective date of any Fuel Oil Ration Order of the Office of P1 
Administraiion, in accordance with the requirements of Limitation Order L-56. 


(Name of Transferee 
“BY 


(Officer or agent 


(Address of transferee 





The amendment said fuel oil 
zone, the delivery must be ac« 
could not be used anywhere in the “ leli 
3 1e ve) > YY tick 
U. S. for spraying coal and could panied by an invoice, de ae ae 
sa et or other document which + 
not be used in additional or con- 
verted facilities in the 17 eastern transferee must keep in his place 


states, Ill., Ind., Ia., Kans., Ky., business ft 
Mich., Minn., Mo., Neb., N. D., 
Ohio, Okla., S. D., Tenn., and 
Wisc., unless the additional facili- 


ties were part of new construction, 


r at least one year. 


Dealers and suppliers also m 
keep a record ot each delivers 


fuel oil to a consumer, showing | 
purchaser's name and address, dat 
, of sale, and amount of oil involy 
were specified in the construction 7 ; 
‘ ese records, too, must be pl 
contract, and the foundation under ' 
served for at least one year. 


Notes to Be Returned 


Coupon notes are to be return 


the main part of the building was 
1942. An 


exception is made in the case of 


completed by July 31, 


. ' iia to the person who. signed the 
supplying oil to facilities converted I a 
+ 


when he turns over coupons to 
Within 30 days after t 
OPA ration order goes into effe 


to burn oil if the conversion was 
1942. 


Another exception to the ban on 


completed before July 31, dealer. 
the dealer is required to report 
the regional OPA office the nam« 


anyone who does not redeem 


use of fuel oil is where coal can- 


not be used. 


Fuel oil may not be delivered coupon note with coupons. 


anywhere in the above states where All coupon notes, records, repo! 
standby facilities are available un- and other documents required | 
L-56 to be kept, as well as the fi 
oil facilities of any person, are s1 
ject to WPB or OPA inspection ° 


the ame 


less the standby equipment is op- 
erated at the maximum to effect 
the most reduction possible in fuel 


oil requirements. any reasonable time”, 


Neither may fuel oil be delivered ment added. 
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Readers comments and opinions will be much 
appreciated by—W ARREN C. PLATT, NPN’s Editor 


and publisher, Penton Building, Cleveland, O. 
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Jobbers’ Associations Join to Fight 


For Preservation of Competition in Oil 


MOST important step toward main- 

taining competition in oil marketing, 
vhich means continuing the lives of thou- 
ands of independent oil jobbers, was taken 
it Chicago last week. 

Phis step was the decision of representa- 
ives of state oil jobber associations to unite 
m national questions, which include that 
their own existence, in the Nationa! 
Council of Independent Petroleum Asso- 
ciations. This will include, it is hoped, 
ll state jobber organizations. A perma- 
nent organization meeting has been called 
by Temporary Chairman R. E. Decker, 
for next week at Chicago. 

The oil jobbers’ problems are mostly 
local, and for that reason, national asso- 
ciations for jobbers only have failed to 
grow large or even at times to last, since 
state organizations are more practicable 
for the local or state problems. 

But today the jobbers’ big problem— 
keeping alive—is national, and it centers 
at Washington. There the jobber must 
fight for his life before OPA for reasonable 
Before OPA and the 
new Rubber Director he must fight for 
a more reasonable gasoline-rubber ration- 


operating margins. 


ing program than now proposed. And 
before OPA and ODT he must seek free 
opportunity to get his share of the of- 
ficial servicing of trucks and passenger 
cars, and later probably of tractors and 
farm equipment, by which service charges 
the jobber may help out his bare living. 
\lso before ODT he must seek freer use 
of his trucks and fair access to whatever 
transportation pools the war may make 
necessary . 


Challenger Rush for Oil Control 


State associations acting individually can- 
not effectively present the jobbers’ story to 
all these agencies; but by combining their 
efforts, such a story can be well presented. 

This national cooperation of Independ- 
ent jobbers is being made possible by the 
Office of Petroleum Coordinator. After 
a year of developing the OPC and P.I.W.C. 
and their representation of the oil industry, 
Deputy Petroleum Coordinator Davies 
found that he still did not have proper 
representation in the government's activi- 
ties for the independent jobber. He found 
that the jobbers were so scattered and the 
expense of national representation so great, 
that the great part of oil marketing where 
the votes lie, as well as 42% of the service 
station gasoline sales, was without suf- 
ficient voice in the war effort. 

A few weeks ago Deputy Coordinator 
Davies advanced Director of Marketing 
Frey to the office of special assistant and 
the first assignment he gave Dr. Frey was 
to seek out the jobbers and see what could 
be done toward getting their more active 
and direct energies in the war effort. Dr. 
Frey has held meetings with groups of 
officers of state jobber associations at New 
York, Jacksonville, Fla., Asheville, N. C. 
and Chicago, with the result that at the 
Chicago meeting the decision was reached 
not to try to organize any new association, 
but to unite the voices of the jobbers 
through their own existing state associa- 
tions into a national council which would 
work directly with the Office of Petroleum 
Coordinator and which would work with 
the jobbers in presenting their story to the 
various war agencies at Washington. 


Under Guise of Rubber Conservation 


HE first and most pressing problem be- 

fore the oil jobber is to have rubber 
conservation handled in such a way as to 
do the least damage to the small man in 
oil marketing. If the rationing now in ef- 
fect on the East Coast, 4 gal. a week to 
the average car, is applied throughout the 
country, as OPA now proposes to do about 
Nov. 22, the small marketer will be serious- 
ly damaged. 

And as that marketer is damaged, so 
will be damaged the refining and produc- 
ing divisions of the industry. 

The marketer will be damaged by two 
hings: first, by holding the consumption of 
zasoline down to what the marketer be- 


ICTOBER 7 1942 


lieves is an unnecessarily low figure per 
car; and second, by laying upon the oil 
industry the heaviest hand that government 
has laid on any industry, the hand 
that not only holds down prices regardless 
of costs, but the hand that also chokes off 
volume of business and thus unnecessarily 
raises costs. 

Marketers believe that the shrinkage in 
consumption so far, due to the car owner's 
own desire to conserve his rubber, indicates 
a real appreciation by the car owner of 
the rubber situation—an appreciation that 
is sufficient to warrant the government's let- 
ting the car owner work out the problem 
individually, at least for the time being. 





Out in the West particularly, the marketers 
point out, distances between homes and 
stores and towns are greater than along 
the East Coast and sufficiently greater, 
they believe, to make the East Coast ra- 
tioning formula a far greater hardship on 
the car owner than in the East. 

Also marketers believe, from their own 
observation, that the average car owner is 
better equipped with rubber than certain 
government officials seem to believe, and 
that with the care with which that ca 
owner for the most part has been driving 
of recent months, he will make his rubber 
last well into the period when the oil and 
rubber industries are able to provide, with- 
out interference with the war effort, suf 
ficient rubber for reasonable car use by 
every one. 

The immediate job is to get postpone- 
ment of the effective date of the present pro- 
posed gasoline-rubber rationing, until the 
facts on which that proposal may be based 
can be reviewed by other than men in gov- 
ernment employ—men who are not neces- 
sarily best qualified to pass judgment on 
those facts. 

That postponement can also be asked 
on the ground that, granted the Baruch 
committee’s facts are correct and its judg- 
ment on those facts sound, to place rigid 
government control over the driving. of 
every one of the 25,000,000 car owners is 
exercising too much of the dictator in a 
heretofore free country; unless such dictat- 
ing is the only way out—and_ this, the 
proponents of such control have not yet 
shown. In fact, the haste with which OPA 
and the Rubber Director have moved for 
such dictatorship over the car owner with- 
out regard for the conservation which the 
car owner has voluntarily enforced on him- 
self, suggests that some of the men in these 
war agencies mav be more interested in 
getting control of the automobilist and of 
the oil industry than in protecting the in- 
terest of the car owner and saving rubber. 

The American people have done a pretty 
good job of looking out for their own 
property interest in what they have worked 
for and accumulated; and it might be a 
fair assumption that they are doing the 
same for the rubber they own. 

It is to be hoped that at the P.I.W.C. 
meeting this week and at the organization 
meeting of the jobbers’ representatives next 
week—working with OPC—the headlong 
rush of OPA and the new Rubber Director 
toward dictatorship of car owner and the 
oil industry can be halted long enough, at 
least, to take a look at the facts; and if these 
agencies haven't got all the facts that can 
be had, then let the oil, rubber and auto- 
mobile industries go get them. 

(Another Editorial on next page) 








May Oil's Representatives Reject 


Roosevelt's Abuse of Censorship 


p ERHAPS some oil men may be inclined 

to discount the protest of newspapers 
in their editorial pages and the protests 
of members of the Washington corps of 
correspondents, against President Roose- 
velt’s injunction of secrecy on all publicity 
on his recent “secret” trip about the country 
looking at munition plants and war estab- 
lishments. What difference does it make 
if the President does want to travel in se- 
cret, some may ask? 

In the first place, whether the President 
actually has the power to order such se- 
crecy regarding such a presidential trip is 
a question for the courts to determine from 
acts of Congress. The courts would prob- 
ably pass on the question of the circum- 
stances of each particular trip to determine 
whether the safety and welfare of the Uni- 
ted States was best served by the secrecy, 
and whether the President’s personal safety 
depended upon such secrecy. 

The newspapers, for the most part, do 
not seem to think such secrecy was neces- 
sary for the President’s protection, the sole 
ground on which the President based the 
secrecy. The newspaper men believe that 
information regarding the meetings could 
have been printed safely after each meet- 
ing. The presidential traveling itinerary 
has not been published for some years. The 
papers have also pointed out that as hun- 
dreds of thousands of people saw and heard 
of the President’s “secret” trip and then 
read nothing about it in their newspapers, 
they naturally wondered what was up and, 
the newspaper editors say, their readers 
wondered what kind of a throttle-hold the 
government has on the papers. 

From this experience, editors are worried 
that their readers will always wonder to 
what extent and when the editors have 
connived with government officials and for 
what purpose. 

From the tenor of the quite considerable 
editorial criticism, it is quite possible that 
if Mr. Roosevelt tries another “incognito” 
trip, known only to many thousands every 
day, the courts will get an opportunity to 
determine the extent of the President’s 
powers to use his own ideas of what is 
necessary for the country’s welfare, and to 
order the press and radio of the country to 
act accordingly. 

The newspapers of the country are quite 
properly raising the question that if the 
President can order them not to publish 
this on his own interpretation of what the 
country may need, then it is easily con- 
ceivable, especially in these days when 
government officials and others, even in 
this country, seize more and more power 
every day by a continual stretching of the 
laws of the country, that the President, and 
others, could use this alleged power to in- 
flict a censorship on the press and even on 
the tongues of citizens, that would be a 
screen behind which no democracy could 
live. 

And this is where oil and all other indus- 
tries come in. 

One of the great curses of Washington 
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even before these war days has been the 
growing censorship sought to be placed by 
public officials on what they are doing— 
a censorship to be broken, according to 
their orders, only by special “press releases” 
written by their own henchmen. 

Newspaper men realize the need for or- 
der in giving out information, but news- 
paper men also appreciate full well what 
many “secrecy” orders in government ma- 
chinery, local and national, in the past have 
hidden. When newspaper men have ignored 
such “orders” and dug in past them, they 
have even found down-right graft as well 
as often lesser political chicanery and other 
acts contrary to the best interest of the 
people. 


Secrecy Requests Suggest “Pay Dirt’’ 


T is an old axiom of news gathering that 

when a public official tries to enforce a 
censorship, it is high time for the reporters 
to start digging, because generally there 
is something going on that the citizens 
should know about, and of course they are 
entitled to know about all the acts of their 
officials, secret and otherwise. 


It does not make much difference who is 
in power; whether it be the political 
“bosses” against whom much has been said, 
or the “reformers”, they both like secrecy 
at times and they both, at times, under- 
take to enforce censorship over news as 
to what they are doing. The average hu- 
man being, given what he thinks is govern- 
mental power, seemingly cannot resist the 
temptation to use that power to his per- 
sonal advantage, even to seeing that what 
reporters say of him is only laudatory, re- 
gardless of how foolish his acts are and 
how much the official should be criticized. 


In the present war, the newspapers and 
other publishers are working under a vol- 
untary code of censorship with a group of 
skilled newspaper men in the Bureau of 
Censorship to advise any publisher who 
wonders what should be printed. The code 
is clear, at least as such codes can be, and 
in the opinion of all it is working out most 
successfully. It was under this self-en- 
forced code that the President’s recent trip 
was kept a secret at the President's request. 
At the time of the “request”, the press did 
not feel it desirable to raise the question, 
which might have gone to the courts, of 
whether the President was exceeding his 
authority. The press is depending upon 
the criticism that it has made since his re- 
turn to suggest to the presidential group 
that the secrecy “request” was unworthy 
of the head of a great democracy, fighting 
for maintenance of democratic principles. 


There is necessarily more secrecy desir- 
able about some government affairs during 
a war than in peacetimes. But secrecy 
tends to beget secrecy. There has been a 
tendency in our war effort to enforce too 
much secrecy about proposed orders per- 
taining to industry, for instance, than the 


facts justify. In fact, some of these regi 
latory orders have been formulated; 
secret and sprung on an unsuspecting i 
dustry to its great hurt in absolute viol 
tion of the lawful rights of industry. An 
some of these orders have been so foolis 
and stupid as actually to be of great “a 
and comfort to the enemy.” 


Secrecy Has Hampered Oil's War Effort 


IL has suffered greatly from su 

censorship. A year ago OPC w: 
cloaking consideration of some orders i 
secrecy to the great injury of the indust: 
when the orders were issued. Deputy (¢ 
ordinator Davies has finally been able t 
stop this practice. Oil has suffered al 
because of the secrecy with which OPA 
moves against it. Nor has WPB and it 
predecessor OPM been at all considerat 
at times of the rights of the oil men a 
American citizens. 

This trend to enforce a censorship o! 
secrecy has also permeated industry com 
mittees, including many of the oil indus 
trys own advisory committees. Such 
secrecy has not only directly violated the 
rights of the tens of thousands of othe: 
members of the industry who did not hap 
pen to be appointed to the committees 
but some of such secrecy has been just 
downright schoolboyish and of the order 
of “we know somethin’ that we won't tell” 
eke. 

At present there are many thousands of 
rubber stamps in Washington and even in 
oil industry committees, that spell “Secret” 
on their rubber bottoms. These stamps 
are used by various people, regardless of 
the narrow limits of their authority, if any 
to print “Secret” on all sorts of papers. A 
great many of these papers are of so little 
consequence and so remote from anything 
like a real war secret, that one wonders if 
the possessors were not hardup for oppor 
tunities to use their stamps and just had 
to practice on anything. One of these day 
we expect to find the word “Secret” im 
planted by ardent exercisers of this “au 
thority” on the telephone directories or on 
the Gideon Bibles in the hotels. 

One great danger to come from Mr 
Roosevelt’s infliction of “secrecy” by presi 
dential order on his recent trip, if his 
claimed authority in this regard went un 
challenged, is that his action could bé 
taken as an example by thousands of lesse1 
government and even industry people, and 
we might find that word “Secret” stamped 
on sO many papers and secrecy enforced 
about so many acts of industry and_ publi: 
officials that mismanagement and_ eve! 
worse would be kept from the public until 
the day of a grand defeat. 

This war can only be won with the aid 
of all the people. For each to do his part 
it is necessary for each to know exactl) 
what is going on, save for true militar 
And this applies also to the « 
industry whose best effort requires the w 


secrets. 


derstanding effort of every oil man ai 
every oil woman. This effort cannot 

had if “secrecy” is to be arbitrarily and 1 
necessarily and, yes, unfairly and unla 
fully, enjoined against the rights and b 
interest of individual and country. 
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Mid-Western 


Jobbers Hit ‘Gas’ Rationing, 


Ask Power for Ickes in Meeting with Frey 


NPN News Bureau 
CHICAGO Executives of Mid- 
western jobber association took ac- 
t on five fronts last 


wet k by 


tions prepared by special commit- 


important 
endorsing recommendas 
tees and presenting them to Dr. John 
W. Frey, assistant to Deputy Petro- 
who 


held 


leum Co-ordinator Davies, 
called the meeting 
here on Sept. 30 and Oct. 1. 


The following 


two-day 


recommendations 
were made by the jobbers from 12 
attended 


mid-western states who 


the meetings: 


1—Organization of a new na- 
tional group to be called the Na- 
tional Council of Independent Pe- 
other 


troleum Associations. (See 


story in this same issue.) 


-Postponement of gasoline ra- 


tioning until rubber conservation 
results of enforcement of 35-mile- 
limitation can be 


per-hour speed 


estimated. 


3—Employment of additional in- 
dependent jobbers on the staff of 
the Office of Petroleum Co-ordina- 
tor 


1—Closer 
the OPC and the jobber organiza- 
tions, 


co-operation between 


regard to 
orders and 


particularly with 


issuance of directives, 


regulations. 


5S—Immediate action to give Pe- 
troleum Co-ordinator Ickes full au- 
thority over oil industry. 


The organization of the new 


Council followed a lengthy discus- 
sion, under the chairmanship of 
Ex V. Weber, president, Ohio 
Petroleum Marketers Assn., at which 


time the need for a national group 


to represent independent jobbers 

stressed along with usefulness 
uch an organization in uphold- 
ing jobber’s interests against other 


| erful forces. 


ie desire to eliminate gasoline 
ning if it could be shown that 
tion of speed because of en- 
ment of 35-mile-per-hour lim- 
it n would effect conservation of 
I I 


supposedly main objective 


itioning—was championed by 
Decker, president of the Na- 


Oil Marketers Assn., who 


OCTOBER 7, 1942 


stressed the differences in circum- 
stances existing between the East 
and the Middlewest. 


Calls for OPC Co-operation 


In forming the recommendation 
calling for closer co-operation be- 
tween the OPC and jobbers, the 
committee organized to draw up the 
suggestions asserted that “too many 
directives earmarks of 
marketing reform,” adding that even 
members of the P. I. W. C. 
learn of them until they are already 
in the form of an order. 


have the 


do not 


Emphasizing the need for co-or- 
dination of authority in OPC, they 
said that “methods adopted by OPA 
in freezing prices in the oil indus- 
try must and will eventually impede 
the war effort,” and further stated 
that OPA policies deserve the imme- 
diate attention of the President and 
Congress “if we are to prevent every- 
one engaged in the war industry 
from becoming a war casualty un- 
necessarily.” 

It was the opinion of the jobbers 
present at the meeting that larger 
representation on the OPC. stafl 
would aid the cause of the inde- 
pendent jobbers by putting a check 
on possibility of issuance of regu- 
latory legislation opposing jobbers’ 
best interests. 


Frey Opens Meeting 


Dr. Frey opened the meeting 
Wednesday morning by discussing 
jobber 


certain problems he had 


found in several of his other trips. 

He told the group that in order 
to protect themselves the jobbers in 
the Northeast had formed what they 
called the “Atlantic 
and sought representation through 
this organization. 


Conference’ 


“Two problems were faced by job- 
bers in the Southeast,” Dr. 


said, “one of them was the question 


Frey 


of manpower and the other rent.” 


Following his informal introduc- 
tory remarks, Dr. Frey opened the 
meeting for discussion at which time 
one jobber presented the problem 
of “Victory” contracts which he pre- 
ferred to call “vicious” contracts. 


According to the jobber, these 
contracts now being used by major 
oil companies result in retail prices 


being so low that jobber’s margin 


is entirely wiped out. 

“The major company in the ‘V’ 
contract agrees to pay the rent, the 
utilities and the social security tax 
the jobber said, 
“in exchange for the 


on all employes,” 
guarantee 
by the service station of the author- 
ity to adjust the price.” 


Reduced Margin Claimed 


This agreement results in a_re- 
duction in operating margin of 1.7c 
per gal. which reduces the normal 


margin from 2c to 0.3c, he said. 


The system of “victory” contracts, 
inaugurated originally by one major 
company, has now been adopted by 
two other large majors and at pres- 
ent 83 known stations are using it. 
“There are estimates that 120 in 
number are now operating under 
this plan,” the jobber said. 

Dr. Frey did not comment on the 
situation other than to suggest that 
inasmuch as price was a vital factor 
he felt that it was an OPA problem. 
He did say, that OPA 
should have given more considera- 
tion to the “bottom prices” which he 
felt were just as important as the 
“top.” 

“OPA must 


that price is a consequence of trade 


however, 


recognize sometime 


practice and vice-versa and that the 
two cannot be pulled apart,” he said. 
Considerable portion of Wednes- 
day’s session was devoted to the 
question of the transportation profit 
being realized by the major oil 
companies through the use of pipe- 
lines and barge terminals and the 
existing situation whereby the inde- 
pendent jobber pays the all-rail rate 
“even if his merchandise never sees 
a tank car,” as one jobber put it. 
Varied opinions existed on_ this 


subject, and following controver- 
sies between jobbers from various 
sections of the Mid-west, each cit- 
ing own circumstances, Dr. Frev 
suggested that case be put on paper 
and presented to him at some later 


date. 


Jobbers present at the meeting 
were eager to demonstrate to Dr. 
Frey their solidarity in backing the 
OPC, which, as they said, was “of 
all agencies, their friend,” but Dr. 
Frey was somewhat embarrassed at 
their enthusiasm and suggested that 
any action they might take be done 


when he was out of the room. 


“I did not call you here to sell 


you any bill of goods,” Dr. Frey 
explained to the jobbers, “but for two 
purposes, to determine what more 
you can do to help the war effort 
and to find out if the relationships 
between our office and your organi- 


zations have been satisfactory.” 


In spite of Dr. Frey’s reluctance 
to take part in any demonstration 
calling for centralization of power 
in OPC, the jobbers, at the earliest 
opportunity expressed desire to go 
on record as approving consolidation 
of authority in Co-ordinator Ickes’ 
hands and later incorporated this 
sentiment in one of their recom- 


mendations. 


Present at the meeting were the 
following jobbers: M. S. Schermer- 
horn, Schermerhorn Oil Co., La 
Salle, Ill.; Adolph Pokorny, Schuy- 
ler Oil Co., Schuyler, Nebr.; Mel- 
ville O. Hill, Johnson Oil Co., Chi- 
cago: F. R. Nelson, Wisconsin Oil 
Refining Co., Inc., Sheboygan; G. A. 
Primm, secretary, Illinois Petroleum 
Marketers Assn., Springfield; N. A. 
La Porte, Milwaukee Super Gas Co., 
Milwaukee; and A. L. Lake, Liberty 
Oil Co., Waukegan. 


Also present were: A. F. Menke, 
and I. B. Dworman, Red Indian Oil 
Co., Detroit; T. A. Telfer and Al 
Smith, Calumet Refining Co., Chi- 
cago; A. P. Jensen, Hansen & Jen- 
sen Oil Co., Escanaba; W. J. Louf- 
man, Fleetwing Corp.; J. G. Levy, 
Ace Petroleum Co., Chicago; Paul 
Kempf, Staber-Kempf Oil Co., Ann 
Arbor: H. L. Aden, South Dakota 
Oil Co., Sioux Falls; Karl D. Friend, 
Friend & Beck Co., Inc., Chicago; 
Al Kreuger and Charles Ephgrave, 
Carson Petroleum Co., Chicago; 
Fred A. Schaefer, Arrow Petroleum 
Co., Chicago; John J. Klay, Park & 
Klay Co., Lima; Ernest Anlicker, 
Anlicker Oil Co., West Bend, Iowa; 
G. D. Finnigan, Super-Service Oil 
Co., Cedar Rapids; Ol. L. Petersen, 
George C. Peterson Co., Chicago; 
and P. M. Reece, Dycus Oil Co., 
Brownstown, Ill. 


Also in attendance were: T. R. 
Fitzhenry, Fitzhenry Oil Co., Can- 
ton. Ill: D. C. MeCormack, McCor- 
mack Oil Co., St. Charles; B. M. 
Provis, Gasoline Retailers Assn. of 
Metropolitan Chicago; E. F. Bock, 
president, Bock Oil Co., Garner, 
Iowa; Harry Fee, Harry Fee Oil Co., 
Waterloo, Iowa; Darrell Davison, 
Clarinda Oil Co., Clarinda, O.; Sam 
Erhlich, National Gas & Sales Co., 
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Chicago; Wilson Delzell, president, 
Wisconsin Petroleum Assn., Stevens 
Point; P. J. McMullen, Thiesen-Clem- 
ens Co., St. Joseph, Nat Rue, Ace Pe- 
troleum Co., Chicago; J. L. Stone, 
Bulk Service Stations, Inc., Chicago; 
Wayne A. Davis, Dixie of Nebraska, 
Cozad, Nebr.; and Al Gienapp, Iowa 
Independent Oil Jobbers Assn., Man- 
chester. 
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Jobber’s Resolution Protests 
Mid-West Rationing 
NPN News Bureau 

CHICAGO—Opposition to na- 
tionwide gasoline rationing, particu- 
larly as it affects the Mid-West, was 
voiced by jobbers here in a special 
resolution endorsed by the group in 
a two-day session with Dr. John W. 
Frey. 

The resolution, drawn up by a 
three-man committee representing 
the mid-western jobbers, stressed the 
importance of transportation in this 
area, emphasized differences between 
East and this territory and pointed 
out that in the best interest of the 
war effort, rationing should be post- 
poned here until the results of the 
enforcement of the 35-mile-per-hour 
speed limitation on rubber conserva- 
tion can be estimated. 

The 


the resolution 


committee who completed 


A. OW. 
Roth, president, Indiana Independ- 


consisted of 


ent Petroleum Assn., chairman, Roy- 
al Decker, president, National Oil 
Marketers Assn., and Leroy L. Sny- 
der, president, Nebraska Petroleum 
Marketers, who were appointed by 
jobbers. 

The resolution was not completed 
before the jobber meeting had dis- 
banded visit of Joel 
Dean, chief, OPA fuel rationing di- 
vision, who addressed the District 2 
marketing committee on Oct. l—a 
session that was attended by Mr. 
Decker. 


The complete resolution follows: 


because of 


Text of Resolution 


WHEREAS, driving distances in 
the Middlewest are much greater 
than in the East, and; 

WHEREAS, the Mississippi Val- 
ley is the source of farm products 
and munitions manufacturing for the 
Allied Countries, and; 

WHEREAS, transportation of pe- 
troleum to the East by rail, barge 
and pipeline has reached the point 
of saturation, and; 

WHEREAS, thousands of inland 
communities will be entirely cut off 
from transportation—not being lo- 
cated on rail or bus routes; 

THEREFORE BE IT RE- 
SOLVED, a speed limitation of 35 
miles per hour be declared and tried 
until such a time as sufficient evi- 
dence indicates that gasoline ration- 
ing is necessary for the conservation 
of rubber. 

FURTHER, in the event gasoline 
rationing becomes necessary to the 


successful operation of the war, that 
the same shall be put into effect on 
a “district rationing” basis, thereby 
recognizing differences between con- 
ditions in the East and Middlewest. 

Signed—District 2 Jobbers Group, 

A. W. Roth, committee chairman. 


Oil Jobbers Form 
National Council 


(Continued from page 3) 
was endorsed by Mr. Decker, as well 
as Mr. Primm, Roy L. Brecke, sec- 


retary of the Wisconsin Petroleum 


Assn., and other state jobber groups. 
Chief criticism of the plan came 
from jobbers who did not think it 
would be necessary to organize a 
new group at this time, and felt that 
organizations like the N.O.M.A. and 
other similar associations, which al- 
ready contain an impressive mem- 
bership, should take over responsi 
bility of looking out for the jobber 
in national picture. 
Mr. Decker as 
temporary head of the new council 
Mr. Brecke 
had his “feet 
table” in Washington 
through his experience with the 
N.O.M.A. and could use associations 
already made as 


Appointment of 
followed comment by 
that he had already 
under the 


“nucleus” around 
which to develop a strong new job- 
ber’s group. 

Stating the aims and purposes of 
letter to 


executives of jobber groups, Chair- 


the new association in a 


man Decker says: 
Must Work Together 


“As an Independent jobber, I have 
long felt the need for an organiza- 
tion to correlate ideas and act as a 
char- 
For the 


duration of the war and perhaps even 


unit on matters of national 


acter affecting our business. 


after peace comes, the petroleum in- 
dustry will be hedged about with 
numerous governmental orders and 
regulations. The problems of In- 
dependent jobbers for some time to 
come are certain to be difficult and 
not likely to be solved satisfactorily 
unless attack can be made by our 
group as a unit. 

“State jobber associations are, of 
a vital necessity. Their lo- 
afford them the 


opportunity of keeping in close con- 


course, 
calized operations 
tact with the many jobber-marketers 
and with problems in the severai 
states. A 


whose membership is made up of 


national organization 


individual jobbers located far and 


wide throughout the country could 


never hope to be as effective as 


could a similar organization whose 
membership is made up of state as- 
therefore, the 


at the preliminary 


sociations. It was, 


consensus meet- 


ing in Chicago that the national or- 


ganization of state associations was 
the solution. 

“At the present time, I am serving 
in the interest of Independent job- 
ber-marketers as a member of the 
Petroleum Industry’s War Council 


as formulated by Petroleum Coor- 
dinator Harold Ickes. You might be 
interested to know that besides my- 
self there is only one other repre- 
sentative of the Independent jobbing 
branch of the industry serving in a 
like capacity in the whole of the 
country. My colleague on the coun- 
cil is E. V. Weber, president of the 
Ohio Petroleum Marketers Assn. Mr. 
Weber is an 

that 
behind us the 


Independent jobber 


and agrees it is important to 


have support of a 
great number of Independent job- 
ber-marketer associations working 
through a single organization. 

“We both feel that it would be 
possible to accomplish much more 
than in the past if we can make 
known to administrative officials in 
represent all 
Independent jobbers of the nation 


Inde- 


pendent jobbers represent by far the 


Washington that we 


and are completely united. 
majority of the petroleum people of 


the nation numerically and_ other- 


wise, and experience indicates that 


in dealing with the political sit 
ation in Washington, a single lar 
organized body is able to accomp! 
a great deal more than a number 
Num 


ous examples in support of that vi 


smaller unattached groups. 


could be listed.” 


Committee Members 


Final 


council prior to its adoption by t 


organization of the ni 


jobbers was made by a special cor 
Mr. Web 


consisting of 7 men assisted by s« 


mittee appointed by 
eral secretaries of state associatio 
Serving on the committee we: 
J. F. Wilson, Port Huron, Mic 
president of Michigan Petrole 
Assn.; John W. Schultz, Davenpx 
president of Iowa Independent Oil 
Jobbers Assn.; J. E. Adrian, Yankt: 
secretary of South Dakota Independ- 
ent Oil 
Snyder, Blair, president of Nebraska 
Petroleum Marketers; R. O. Brown, 
Wichita, Kansas Oil Men’s Assn 
Walter Wingrove, Sheboygan, Win 


Jobbers Assn.; Leroy | 


grove Oil Co.; George Hofmayer, In- 
dianapolis, Indiana Independent Pe- 
troleum Assn.; Roy L. Brecke, Mil- 
waukee, Wisconsin Petroleum Assn 
Glenn A. 


and Primm, Springfield, 


Ill. 





Petroleum Regulatory Authorities Urge: 





Restricted ‘Gas’ Rationing, 
Power for Ickes to Boss Oil 


NPN News Bureau 
CHICAGO — Restricted 


rationing, concentration of petrole- 


gasoline 


um authority under Coordinator 


Harold Bs: Ickes, 


price of crude oil were among the 


and increases in 
recommendations made by members 
of the National Conference of Petro- 
Regulatory Authorities 
met here Sept. 30 to Oct. 1. 


Two other resolutions were passed 


leum who 


by the conference at their meeting: 
1—Necessity for the 
industry 


petroleum 
to be furnished all sup- 
plies required for exploration and 
development of new petroleum re- 
serves, and 

2—Promotion of exploratory op- 
erations in public lands with view 
toward increased development of 
petroleum reserves. 

In the resolution directed against 
rationing of gasoline in the oil pro- 
stated 


con- 


ducing states, the members 
that the 


fined to such consumers as will ef- 


program should be 
fect the saving of rubber, and that 


other consumers using gasoline 
should not be rationed. 


The 


rationing 


that 
take 


insisted 


should 


resolution any 


program into 


NATIONAL PE 


consideration the essential qualities 
of numerous industries, such as the 
production of petroleum and _ other 
minerals, 

In urging the concentration of 
authority in the hands of Coordina 
tor Ickes, the members of the con 
ference said that the multiplicity of 
agencies acting under the govern 
ment and exercising certain authority 
over the petroleum industry results 
in confusion which impairs the wat 


effort. 


They further pointed out that 
Ickes’ long experience in contact 
with petroleum problems renders 


him best possible candidate a 
OPC the best possible agency 
which to centralize power over t! 
petroleum industry. 

It was the opinion of memb¢ 
of the regulatory group that the 1 
brink of an 


shortage due to lack of drilling a 


tion is “on the 


exploration work”, and in order 


avert such shortage they reco 


mended that provision be made 
the earliest date for an increase 
the price of crude oil so that pr 
an added 


ducers may be given 


centive for making new discoveri 
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wT REFINERY MANAGEMENT and 
>ETROLEUM CHEMICAL TECHNOLOGY 


OPC Lists Surplus Equipment and Materials 
Available for Wartime Refinery Construction 


NPN News Bureau 


WASHINGTON—OPC now has on hand an “imposing” list of 


available equipment and material—mostly secondhand, but some 


new—which is immediately available for building wartime refineries, 


Max B. Miller, chief of the OPC refining division’s equipment pro- 


curement section, announced with the release of his fifth report on 


“Wartime Plant Design”. 


The equipment is in the hands of refiners throughout the coun- 
try and has been made available either through the cancellation of 
foreign projects which were previously scheduled or is left over after 


completion of projects which have been erected in this country. 


Mr. Miller said it is the function 
of his office to assist the prospective 
purchaser in securing material, and 
recommended that “erectors of war 
plants in petroleum refineries who 
may be interested in securing this 
material should have their engineers 
visit this office in order that they can 
inspect, and/or select from, the list 


of equipment . . . available.” 


Won't be Catalogued 


Because of the large number of 
items on the list—which was com- 
piled through the cooperation of the 
district refining committees—and be- 
cause the list will be continually 
idded to and subtracted from, it will 
not be published as a catalogue, Mr. 


Miller said. He also said it ap- 
peared impractical to attempt to 
match requirements by — corre- 
spondence, and for this reason 


made his suggestion that interested 
refiners send their engineers direct to 
OPC. This procedure has already 
followed in a number of in- 
stances, and has proved satisfactory. 

Of the equipment, Mr. Miller said: 


“Whereas a good deal of this equip- 


been 


ment has seen prior use and some 
for the 
erection of modern plants, a great 
deal of it 


ind is of suitable design.” 


it may not be suitable 


is in excellent condition 


Makes 2 Requests 


So that redistribution of available 
plus equipment and material may 
continue, Mr. Miller made these two 


requests: 


1—If the reader should have 
ilable a list of surplus equipment 
ch has not been supplied to this 
ce, it should be sent in at once. 
‘Pian for Using Excess Equipment’ 
192377) has been sent to practically 
ill of the refiners and should be used 
I the purpose. If the forms are 
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not available, they will be supplied 
upon request. 

“2—If the reader should effect a 
sale of surplus equipment or mate- 
rial that has been listed in this of- 
fice, he should inform this office at 
once by sending in a copy of the in- 
voice covering the sale, in order that 
our records in this office may be kept 
up to date.” 


Other Highlights 
of Mr. Miller's fifth 


“Wartime Plant Design” report was 


Remainder 


given over to 5 main topics: recom- 
mendations for the efficient use of 
welding rod; approval by the A.P.1.- 
A.S.M.E. code committee of the use 
of flanges rolled from bar stock or 
plate and welded to form rings as 
substitute for forged flanges; an ex- 
panded metal catwalk grating made 
by United States Gypsum Co., the 
use of which in one alkylation plant 
enabled Foster Wheeler Corp. to ef- 
fect a saving of 48 tons of steel; new 
revised PD-200 forms issued by WPB 
and the new Preference Rating Or- 
der P-98B; and conservation of in- 
struments and recommended _prac- 
tice. 

The report also included new sug- 
gestions for conserving critical ma- 
terials by The Fluor Corp., Ltd., 





and Shell Oil Co., which were re- 
late to include in the 
fourth report which was made up en- 


ceived too 


tirely of suggestions from various oil 
company engineering departments 
and refinery design and construction 
firms. 

Poirting out that one of the most 
critical materials is welding rod, the 
report called attention to WPB’s Or- 
der L-146 covering welding rod al- 
location and listed the salient points 
of WPB’s recommendations for weld- 
ing rod use, which should be strict- 
ly adhered to, as follows: 

“I—Every electrode must be 
burned to the end of the coating. 

“2—Short sections of rods must 
be fused together so that all rods are 
consumed in their entirety. 

“3—No electrodes shall be bent 
unless it is absolutely necessary to 
do so to reach an inaccessible point 
if such bending will damage the 
coating. 

“4—Operators must use the larg- 
est diameter electrode possible for 
any given type of work. 

“5—AII miscellaneous maintenance 
and repair work shall be done 
with dust coated, dipped, and border- 
line factory rejects electrodes unless 
it can be proven that such grades of 
materials cannot possibly be used.” 

Flange Code 

The principal bottleneck in con- 

struction of plants to manufacture 





toluene, aviation gasoline and syn- 
thetic rubber is forged flanges, Mr. 
Miller wrote the A.P.1.-A.S.M.E. 
Code Committee, he disclosed in his 
report, that “if 
flanges rolled from bar stock or plate 


and pointed out 
and welded to form rings could be 
substituted for forged flanges, the 
construction of plants for the produc- 
tion of essential war materials would 
be greatly facilitated.” 

He asked, in his letter, whether 





Crude runs to stills (Da. avg.) 

Gasoline production at refineries in- 
cluding natural blended 

Finished & Unfinished gasoline stocks 

Gas & Distillate stocks 

Residual fuel oil stocks 


°On new 





Refinery Operations 


(American Petroleum Institute figures in barrels of 42 gal. Figures are Uv. &. 
totals and are on a Bureau of Mines basis. Breakdown by 
districts will be published in Oct. 14 NPN.) 


basis in combined area dueto transfer of 686,000,000 from un- 
finished oils to gas oi! and distillate fuel. 


Oct. 3, ’42 
3,879,000 


Sept. 26, 42 
3,802,000 


Oct. 4, "41 
4,052,000 


11,581,000 10,954,000 
80,361,000 80,550,000 
45,945,000 45,259,000 
79,036,000 78,943,000 


13,594,000 
79,923,000 
51,420,000 
94,978,000 












it would be possible to secure au- 


thorization for the use of welded 
rings as flanges, provided the weld 
is made according to code and is suit- 
ably X-rayed and stress relieved. 
Replying, R. P. Anderson, secre- 
tary of the A.P.I.-A.S.M.E. commit- 
tee on unfired pressure vessels, said: 
the type of construction you 
described is permitted under the 


A.P.1.-A.S.M.E. Unfired 


Pressure Vessels.” 


Code _ for 


Refinery Instruments 


Mr. 
Miller because of the growing criti- 


Recommendations made by 


cal shortage of refinery instruments 


were: 
“I—Use every possible instru- 
ment on hand before purchasing 


and/or trying to purchase new in- 
struments. 

“2—In purchasing new _ instru- 
ments, try to standardize and sim- 
plify vour requirements as much as 
possible. 

“3—Try to spread your orders for 
instruments among as many manu- 
facturers as possible.” 

Mr. Miller had high praise, in his 
report, for the cooperation of the 
refining industry in conserving criti- 
cal material, and said this is indi- 
cated by the character of the appli- 
cations for priority which are now 
being filed. Not so long ago, he 


said, many applications “covered 
projects which, though they would 
be considered necessary in normal 
times, could be dispensed with un- 
der war today,” 


he added, “practically all applica- 


conditions. But 


tions are for projects entirely neces- 
sary to the war effort.” 


Restrictions on Dyes 
For ‘Gas’ Lifted 
NPN News Bureau 

WASHINGTON—WPB has _sre- 
moved restrictions on the use of 
blue and green dyes for coloring 
leaded gasoline. 

Restrictions - were removed when 
WPB revised Order 
M-103 on Sept. 30 which set quotas 
on other civilian uses of all anthra- 


Conservation 


quinone dyes. 

Effective Oct. 1, the order said the 
restrictions shall not apply to “sales 
to, deliveries to, and use by any per- 
son for coloring of leaded gasoline”. 

WPB said it lifted limitations on 
use of blue and green dyes for color- 
ing gasoline on the basis of a “large 
number of appeals” that had been 
made from that section of the order. 

It was pointed out, WPB said, that 
Public 


Health Service requires the use of 


the Surgeon-General — of 


color in such gasoline. 
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Compact Hears 


NPN News Bureau 
CHICAGO—The natural gas sup- 
ply of the U. S. is a vast storehouse 
of hydrocarbon compounds that can 
be processed into a great variety of 
Dr. 
Egloff, Chicago, director of research, 


Universal Oil Products Co., told tie 


commercial products, Gustav 


meeting of the Interstate Oil Com- 
pact Commission in Chicago Oct. 3. 
In the coming development within 
the oil industry of the manufacture 
of kinds of 


natural gas as well as liquid petro- 


many new products, 
leum will be the source of the raw 
materials, he said. 


While this of 


gas is not needed today and_ the 


utilization natural 


principal commercial uses of natural 
gas for the present remain as fuel and 
for specialized industrial uses, the 
potential value of gas as a source for 
materials for chemicals, plastics, ex- 
plosives and many other products 
with both war and peacetime uses, 
adds greatly to the importance of gas 
conservation, said the speaker. 

Some of the conversion processes 
applicable to natural gas have al- 
ready been developed and are in 
commercial use in petroleum refining 
and elsewhere, it was said. In others 
research already done has indicated 
the used and the 
vields possible to be achieved: but 
at costs that make them impracticable 
in their present stage of development. 
Some of the methods that can be 
applied to natural gas were outlined 
by Dr. Egloff in his talk. 

Plants are already being built, he 
said, to take normal butane, one 
component of natural gas and by 
catalytic rearrangement of the mole- 
cular structure, convert it into iso 


methods to be 


compounds valuable in aviation gaso- 
line. Future would 


likely include commercial methods 


developments 


for applying similar reactions to pro- 
pane, ethane and perhaps methane 
to secure olefin compounds for avia- 
tion gasoline, motor fuels and other 
uses. In the laboratory it has been 
discovered, Dr. Egloff, that 
over 300,000 compounds can be syn- 


said 


thesized from methane alone, if 
yields and costs are disregarded. 
Discusses Synthetic Rubber 
In discussing the importance of 
the gaseous hydrocarbons such as 


butane and ethane in the coming syn- 
thetic rubber industry in this coun- 
try, Dr. Eglofl said that synthetic 
rubber could be produced at prices 






Future Role 


Of Natural Gas in Refining 


competitive with natural rubber, at 
less than a pound, possibly as 
low 15c. The ot 
synthetic rubber will be that it will 


ant ons ( 


as superior value 


be made to serve specific purposes, 
he said: citing that in tires it could 
be to 


“gripability” 


greatly 


to 


made have superior 


properties natural 


rubber. 


Dr. Egloff spoke of the possibilities 
for 


natural gas in regenerative type fur- 


processing compounds from 


naces to make acetylene at low cost. 
Acetylene has many uses in chemical 
manufacturing, among them the con- 
version into some types of synthetic 
rubber. Propane, a light fraction of 
natural gasoline, could furnish sup- 
plies ample for all needs in making 
this 


Two commercial plants using 


acetylene by method, it was 
said. 
a regenerative furnace for cracking 


hydrocarbons are now being built. 


Among developments in making 
explosives, Dr. Egloff spoke of the 
cracking of natural gas into hydrogen 
to 


ammonia 


combine with nitrogen into 


as a base for explosives. 


Heptane is being converted into 
toluene, which goes into TNT, and 
propane or propylene into glycerine, 
for nitro glycerine. Methane can be 
nitrated into a powerful explosive, 
he said. In another field, cyclopro- 
pane, converted from propane or pro- 
pylene by chlorination, is a superior 


anaesthetic. 


the 
“water gas reaction”, 


of the 
Dr. Egloff said 


natural 


Applying principle 


that methane from gas can 
be converted into hydrogen and car- 
bon monoxide by high temperature, 
in the presence of steam, and these 
two tied together to make methyl al- 
cohol, which is being widely used in 
Germany today as a base for fuels, 
lubricants, soaps and even an edible 
fat, among other products. The nitra- 
tion of paraffin hydrocarbons is also 
known to be the source of a great 
variety of products, among them ex- 


plosives. 
OPC Consultant Speaks 
| ‘rank 


In 


Dr 


consultant 


Another authority H. 
Dotterweich, the 
natural gas and natural gasoline divi- 
of the Office of Petroleum Co- 


ordinator in Washington, also spoke 


sion 


before the meeting of the Interstate 
Oil Compact Commission, on the 
coming utilization of natural gas in 
the nation’s wartime and peacetime 


economy 


Know nh 


ff natural 


reserves ( gas in 
this countrv are now greater than at 
any previous time, said Ralph E. 
Davis, Pittsburgh, consulting engi- 


neer, who reported to the meeting 
of the Interstate Oil Compact Com- 
mission on natural gas supplies. He 
said that the total proven reserve is 
of the order of 85 trillion cubic feet 
and that potential reserves are of 
about the same amount. Natural gas 
marketed the U. S., Mr. 
Davis, has more than tripled in the 
past 20 years. In 1940 total marketed 


prodution was approximately 2,655 


in said 


billion cubic feet. 


“Unfortunately for our economy 
as now developed,” said Mr. Davis, 
“the proven and potential reserves 
are relatively small in certain re- 
gions where the demand for gas is 
great and exceedingly important. It 
is to be expected that this situation 
will, within reasonable time and as 
the conditions permit, be overcome 
in part at least by the installation of 
that 


of 


transmission facilities, 
be taken 


super-abundance to areas strong in 


new SO 


gas may from areas 


demand but short on supply.” 


The of 


fractions, butane 


importance natural gas 


such as and_pro- 
pane, in processing into chemicals, 
synthetic rubber, aviation gasoline 
components and other products is 
also recognized by the liquefied pe- 
troleum gas industry, G. L. Brennan, 


Tulsa, Warren Petroleum Corp., told 


the members of the oil compact 
commission. 
“The future presents many un- 


certainties to the liquefied petroleum 
gas business,” he said. “To continue 
to maintain present production is in 
itself a problem, let alone obtaining 
additional extraction. The produc- 
tion of most of our liquefied petro- 
leum gas is tied in with the produc- 


of 


turn is materially influenced by mar- 


tion natural gasoline, which in 


ket demand and by crude oil allow- 


ables in the various oil fields. Thus 
we have a long chain of events 
which influence the amount of 


liquefied petroleum gas, 


se 


particularly 
isobutane, which can be made avail- 
able for war effort and civilian pur- 


poses. Statistics showing production 


or potential production do not al- 
ways allow for the many contin- 
gencies that arise from day to day 


or month to month; hence it is highly 
important that natural gasoline and 
liquefied petroleum gas production 
be le Ve ls and 
that to in- 


crease extraction in selected locations 


maintained at high 


requests for equipment 


have serious consideration at all times 
so that reserves may be available to 
handle all they arise.” 


demands as 


Ratner His Confusion 


The 


a wartime casualty of 


petroleum industry has been 
enemies on 
the home front in Washington, Gov. 
Payne Ratner of Kansas told the Oct. 
2nd of the of the 


session meeting 





Ickes Praises Oil Industry 
At Compact Meet 

NPN News Burea 

CHICAGO — Petroleum C 

ordinator Ickes, in a_ surpri 

to the Interstate Oil Cor 


pact meeting, told members th 


visit 


the OPC appreciated the “splen- | 
did cooperation” they had been | 
given by the various oil grou 
he 


financial risks the industry w 


and said appreciated tl 
making in converting from ga 


oline to fuel oil particularly 


present fuel oil prices. 
Necessity 


of a strong gas a 
oil conservation law for the stat 
of Illinois was advocated by M 


Ickes that 


waste of natural resources migh 


who. said continu 


seriously impair the war effo1 











Interstate Oil Compact Commissi 


in Chicago. 


Among the home-front enemies is 
the 
lapping authorities in the “arsenal 


confusion resulting from over- 


of Bureaucracy” in Washington, he 
said, which had hampered and _in- 
jured the oil 
effort. “One 
regulate oil according to its plan, 
different 
third tries something else, while a 


industry in its war 


agency undertakes to 


another has a scheme, a 


fourth adds to the confusion,” he said. 


“One result is that the oil industry 
is denied sufficient materials for de- 
veloping new reserves and for carry- 
on with highest efficiency in 
If this 


tinues, America may find herself far 


ing 


established oil areas. con- 
short of the petroleum products ac- 


tually required for war. 


“One of the most recent examples 
of home-front enemies is that of the 
of the fuel oil 


situation. In Kansas and many other 


confused handling 
states, the people are bewildered 
We fail to find any logical or sensibl 
the 


tioning of this product. Yet consum] 


reason for sudden, drastic ra 


tion has been reduced one third 


“In my state, for instance, fuel oil 
is abundant. Yet many 
be unable to obtain the fuel oil tl 
need for homes and business plac 
Much of the 


to the great coal regions of the east 


persons W 


fuel thus saved is s« 


f 


ern states, causing additional burd« 
to our already overloaded transport 


tion facilities. 


“Had there been sufficient advai 
planning and advance warning, th 
in the coal-producing sections co 
have converted their furnaces to ¢ 


and those in the oil sections cot 


have adapted their heating facilities 


to fuel oil.” 
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for many years Mid-Continent Petroleum and practical plans for merchandising and 
Corporation has sold a high percentage of advertising under present wartime condi- 
is branded lines through independent dis- tions... plans designed for the one purpose 
iibutors and their dealers...has maintained of helping keep distributors and dealers in 
dose contacts with this phase of petroleum business. Jobbers who want real help—the 
marketing. kind of help that is needed now—are invited 

Thus, today Mid-Continent has the ex- to investigate what Mid-Continent is ready 
perience on which to base comprehensive to provide. 


Highest Quality Petroleum Products, Home and Auto Supplies 


_. PROVED MERCHANDISING PLANS 
To Help SOLVE Marketing Problems 





' 


~ Sales Manuals... Motion and Slide Films...Business Systems ... Instruction 
Booklets...Consumer Advertising...Complete Sales Promotion Campaigns 


A number of the sales-producing plans and information material is shown 
here...each accurate, complete, yet all are written in an interesting and easy-to- 
understand manner and profusely illustrated. These ideas are not theories— 
they have been put into practice by thousands of Diamond D-X distributors 
and dealers—and they have worked...sales and profits have increased. It is to be 
safely assumed that such merchandising and advertising can do the same for you. 

















Ask Us For Private, Confidential Showing of This Materia! at Your Office 
—Without Obligation! If you want to find cut just how the Mid-Continent sales 
promotions and merchandising plans can benefit you—ask us by wire, phone or letter. 


A Diamond Salesman will discuss them with: you, at your.convenience, }a your own 
office. Let us know when he may see you. 


MID-CONTINENT PETROLEUM CORPORATION 
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Wet and Dry Gas Ceilings 
Placed Under Schedule 88 


NPN News Bureau 
WASHINGTON — Ceiling prices 
on wet and dry natural gas have 
been put under Revised Price Sched- 
ule 88 by OPA’s Amendment 32. 
Formerly, ceilings were under Gen- 
eral Maximum Price Regulation. Al- 
though the new ruling becomes ef- 
fective Oct. 7, the seller and buyer 
by mutual consent are permitted 
to make the ceilings retroactive to 
May 11, 1942, OPA says. 

The amendment is in line with 
OPA’s 
prices—other than retail—under an 
“umbrella” order. 


policy of placing all oil 


Wet Gas Prices 

OPA said the ceiling price for wet 
gas in any given field shall be the 
highest price that could be deter- 
mined under a contract which was 
in effect on May 1, 1942, between 
the seller and purchaser. 

But if a contract between the two 
was not in effect on May 1, OPA 
continued, the ceiling shall be the 
highest price that could be charged 
at the time of sale under terms of 
a contract in effect on May 1 be- 
tween the seller and a purchaser of 
the same class for the sale of wet 
gas produced from the given field. 

If a price cannot be determined 
under a contract between seller and 
purchaser or between seller and a 
purchaser of the same class, or if 
the buyer wants to do something 
with the gas which was not contem- 
plated in the original contract, a 
tentative price may be agreed upon, 
subject to OPA approval. 

The OPA approval—to be made 
in writing by the Washington office 
—is to be based on an application 
for approval of the tentative price, 
setting forth why the ceiling cannot 
be determined otherwise, the tenta- 
tive price and the method at which 
it was determined, the maximum 
price for sellers and purchasers of 
the two fields nearest to the one in 
question, if known, and an authen- 
ticated copy of the contract contain- 
ing the tentative price if it has been 
executed, 

The application for appreval must 
be* submitted withia 15 days‘ after 


the tentative price is agreed upon er. 


30 days from Qct.,7, whichever is 
later. :-* ‘ ‘ 
OPA said May 1, 


lected as the determining date of 


1942, was se- 


1d 


ceiling prices for wet gas “because 
use of that as a base period will not 
result in higher maximum prices 
for the gas than would result from 
use of Oct. 1, 1941, and will not en- 
tail any 


increase in the price of 


natural gasoline.” 


Dry Gas Ceiling 


As for dry gas, the maximum price 
shall not exceed the price that could 
be charged under a contract that was 
in effect last Oct. 1, 1941, or a re- 
newal of that contract, for gas sold 
under that contract. 

Where a seller had contracts in 


effect on Oct. 1, 1941, for dry gas 
but did not have one with a particu- 
lar purchaser, the maximum price 
to the buyer in question shall not 
exceed the highest price that could 
be charged to a purchaser of the 
same class with whom the seller 
had a contract. 

If the seller had no contracts in 
effect on Oct. 1, 


his ceiling at any particular time 


1941, for dry gas, 


shall be the maximum established 
at that time by his most closely com- 
petitive seller of the same class to a 
purchaser of the same class. 

Providing a price cannot be de- 
termined otherwise, tentative prices 
may be set for dry gas to be re- 
ported to OPA for approval or dis- 
approval in the same manner set 
forth for wet gas. 





Brown Petition to O Mahoney 
Hits Restriction, Low Price 


NPN News Bureau 
WASHINGTON—Petition for re- 
laxation of restrictions on develop- 
ment of oil reserves on public lands, 
and asking for an increase in the 
price of crude oil, was filed Sept. 
29 with Sen. Joseph C. O'Mahoney, 
chairman of the subcommittee on 
mineral resources of the Senate, by 
Russell B. Brown, attorney for Inde- 
pendent Petroleum Assn. of America. 
Petition was filed in advance of 
hearings by the O'Mahoney subcom- 
mittee on the problems of the oil in- 
dustry, commencing Oct. 6 in the 
Senate 
committee rooms, 224 Senate 
Bidg., Washington. 


After urging that onerous restric 


public lands and surveys 


Office 


tions to the proper development of 
oil reserves on public lands be re- 
laxed, the petition filed with Chair- 
man O'Mahoney states: 

“There is another serious handicap 
to the future development of public 
lands that, in my judgment, is exert 
ing more restraint on the develop- 
ment program than the restrictions 
from the Department of the Interior; 
that is the 
which the 


question of the price 


producer receives for 


crude petroleum. In this 


COoOnne 
tion, recognition should be given t 
the fact that in the beginnivg of this 


present emergency, the petroleum in- 
dustiy through its production division 
was'reéa ivy te meet any and all essen 
tial demands of the defense and wat 
eftorts,»and at the same time pro- 
vide sufficient production for all 


essential civilian requirements 


attention to the 


sound conservation measures of the 


Having called 


past, which have enabled the pe- 


troleum industry — to accumulate 


known underground reserves suffi- 
cient to meet accelerated demands to 
date, the petition continues: 
“Attention should be called, how- 
ever, to the fect that many condi- 
tions have so interfered with the pe- 
troleum development program. that 
we are now faced with a_ situation 
where we must recognize that sufti- 
cient new reserves are not being dis- 
replace the 


covered — to present 


draft . . . . we cannot continue to 
produce at the present rate from our 
known reserves without seriously en- 
dangering these reserves and without 
suffering waste of resources which 


must eventually prove very expen- 
sive to us as a nation. It is conceiv- 
able that should the war continue 
for a long period, we may face an 
actual shortage of petroleum prod- 


ucts. 
Huge Post War Demand Seen 


“We further must recognize that 
at the conclusion of this war, there 


will be 


upon petroleum to supply products 


unprecedented demands 
for the reconstruction period, which 
must necessarily follow.” 

Petition reviews the several times 
when conditions in the petroleum in 
dustry and the relatively low state 
of reserves have been called to gov- 
ernmental attention, and relief asked 
Mr. Brown further stated: “At this 


time no governmental agency, so far 


NATIONAL PETROLEUM 


as I know, is engaged in any eff 
to uncover new petroleum reserv« 
and has given no incentive to othe 
to do so, except the granting 
favorable priorities for materials a 
supplies necessary in explorato: 
effort.” 

“It is not sufficient to accord 
priority 


favorable position und: 


present situation,” he said, “wh« 
on the other hand there is restricti 
action taken by government in tl! 
nature of abnormally low price ce: 
ings. The present price structw 
throughout the petroleum indust: 
is subnormal. This is particular 
true of crude petroleum, which 
Bureau of Labor statistics has 

index number of 58 plus as compar 
with 99 plus for all commoditi: 


and 101 plus for all raw material 
Procedure Cumbersome 


“The procedure set up by the Pric: 
Administrator for exception to the 
price ceilings established by him a: 
so cumbersome that it is practicall 
impossible for the independent oil 
producers to obtain any relief. The 
procedure requires the individual 
operator to separately file his appli 
cation for exemption. No provision i 
filing or for 


made for collective 


groups associating themselves t 
gether for the purpose of filing 
petition for exception to these ceil 
ings. 

“There are thousands of individual 
oil producers whose costs and oper 
ating conditions vary greatly. To re 
quire separate consideration of ea 
would involve endless 


such case 


time. This is particularly true wh« 
we realize that a petition filed o 
October 27, 1941, has not been dis 


posed of a 


Drilling Price Ceiling 
Hit by Contractors 


Special to NP 
AUSTIN—The decision by OPA 
that contract oil well drilling an 
well servicing come under the max 
mum price regulations will be 
blow to the drilling business if th 
Dallas regional office is upheld by 
Brad Mills, executir 
secretary of the American Assn. 0! 
Oilwell Drilling 


declared. 


Washington, 


Contractors, h 


This ruling came about sudden] 
he said, and is a “severe shock” t 
the industry. His association h 
been assured from time to time th 
the price ceilings would not be a] 
plied to drilling and servicing 0] 


erations. 


NEw 
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ODT Orders Speedy Return 
Of Empty Cars; Routes Cut 


NPN News Bureau 
WASHINGTON—Prompt return 
f empty tank cars from eastern un- 
loading points was ordered by ODT 
following an earlier order which ap- 





pears to have the effect of forcing 

urs with a shell capacity less than 
7000 gals. out of East Coast service. 
[he point, an official said, is to re- 
place small cars in long hauls with 
larger ones. 

On Oct. 5, ODT issued Special 
Direction 7-1 which said every rail- 
road, after unloading a tank car, shall 
immediately return the car “at its 
last point of origin.” 

The order, however, can be super- 
seded by instructions from the ship- 
per or ODT’s section of the tank car 
service. 

Effective on October 10 

The directive is effective Oct. 10, 
the same effective date of ODT 7-3, 
issued to “clarify” ODT 7-2 which 
extended ODT’s tank car permit 
radius to 200 miles. ODT 7-3, issued 
Sept. 28, said general or special per- 
mits would not be required for ship- 
ment, forwarding or transportation 
of : 

1. Crude or products in tank cars 
with a shell capacity of at least 7000 
gal. into the Atlantic seaboard “froin 
any shipping 
state.” 


point in any other 

2. Crude or products in tank cars 
size not specified) into Washington 
or Oregon from any other state. 

3. Any commodity in tank cars to 
any place in the U. S. or a foreign 
country over 200 miles from the ship- 
ping point in the U. S. as measured 
ver the shortest available published 
rail tariff route, except crude or prod- 
ucts in tank cars of a shell capacity 
less than 7000 gal. into the East 
Coast “from any shipping point in 
any other state.” 

It was this third point that indi- 
ated an effort on ODT’s part to 
force tank cars of less than 7000 gal. 
shell capacity out of the long-haul 
astern service. 

Foreign Shipments Covered 

Another significant part of the new 
rder was the addition of foreign 
lestinations. Thus, a shipment of 
than 200 miles Canada 


vould not require a permit. 


nore into 


Supersedes Earlier Orders 


ODT said 7-3 superseded and 


larified” 7-2 An even. earlier 
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order—Exception Order 7-l1—also 
was superseded. 

ODT said Special Direction 7-1 
(not to be confused with Exception 
Order 7-1) “is expected to 
many thousand car-days monthly for 
the transportation of petroleum to 
the East and the movement of other 


war-essential 


Save 


materials shipped in 
tank cars.” 

“Recent studies reported to the 
ODT,” the announcement said, “have 
that hundreds of tank cars 


have remained at their destinations 


shown 


for several days after they were un- 
loaded—in some cases as long as 10 
days or more. In most instances fail- 
ure of the cars to move has been due 
to the lack of instructions from the 
shipper to the consignee or the rail- 
road.” 

Direction 7-1 Quoted 
Special Direction 7-1 said: 
“On Oct. 10, 

every common carrier by 


1942, 
railroad, 


and after 


unless otherwise ordered by the sec- 
tion of tank car service or branch 
thereof, immediately after the un- 
loading of any tank car and regard- 
less of the ownership thereof or of 
the track on which such car is lo- 
cated, shall forward such empty tank 
car to its last point of origin over the 
route traveled by such car when 
loaded, unless, prior to the forward- 
ing of such car the carrier shall have 
received contrary instructions from 
the consignor thereof.” 


7 Tankers Delivered 
In September 
NPN News Bureau 

WASHINGTON — Seven large 
tankers were included in the 93 new 
cargo ships which were delivered 
in September, setting a world record 
for shipbuilding and reaching goal 
of three ships a day. 

Maritime Commission, announc- 
ing the record breaking construction 
mark on Oct. 1, said 2 tankers were 
built by Bethlehem-Sparrows Point 
Shipyard, Inc., Sparrows Point, Md., 
and 5 by the Sun Shipbuilding and 
Dry Dock Co., Chester, Pa. 





Rail Haul to East Falls to 835,530 b/d 


NPN News Bureau 
WASHINGTON — Tank 
brought an average of 835,530 bbls. 


cars 


of crude and products into the East 
Coast daily during the week ending 


« 


Sept. 6, declining 2.5% from the 


previous week’s shipments of 856,- 
710 b/d. 
OPC said 39 companies loaded 


27,851 cars, carrying an equivalent 
of 5,848,710 bbls. into the shortage 
area, on the basis of an average of 
210 bbls. per car. 

Breakdown of shipments follows: 

Allied Oil Co., 21 cars; American 
Bitumuls, 44; American Mineral 
Spirits, 206; Arkansas Fuel Oil Co., 
271; Ashland Oil & Refining Co., 
95; Asiatic Petroleum Co., 82; At- 
lantic, 2803; Aurora Gasoline Co., 


36; James B. Berry Sons Co., 3; Can- 
field Oil Co., 1; Chalmette Petrole- 
um Co., 55; Cities Service, 1368; 
235; Crown Central, 
20; Daugherty Refinery, 10; Gulf, 
2180; Hartol Products, 265; E. C. 
Johnston, 45; National Refining, 12; 
Old Dutch Refining, 23; Pan Amer- 
ican, 2083; Petrol Corp., 309; Petro- 
leum Heat & Power Co., 204; Phil- 
lips, 20; Pioneer Asphalt Co., 2; 
Pure Oil Co., 319; Roosevelt Oil 
Co., 9; Royal Petroleum Co., 1; 
Shell, 987; Sinclair, 2753; Socony- 
Vacuum, 2972; California Standard, 
19; Kentucky Standard, 466; New 
Jersey Standard, 4877; Ohio Stand- 
ard, 40; Sun Oil Co., 2053: Taleo, 
Asphalt & Refining Co., 58; Texaco, 
2034; and Tide Water, 871. 


Continental, 
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Cut in Routings 
Of Solid Trains 
Ordered by ODT 


NPN News Bureau 
WASHINGTON 
routing of solid trains carrying oil to 
the East Coast was ordered by ODT 
Director Eastman in an Oct. 2 direc- 
tive which cut the number of sched- 


ules from 139 to 60. 


— Streamlined 


The routes specified by Mr. East- 
man were drawn up by oil industry 
and railroad executives. Routes were 
eliminated on railroads unable to 
meet the schedules and roads which 
were overburdened with other trans- 


portation. 


Mr. Eastman directed the new 
routings under authority of Section 
500.13 of General Order No. 7, by 
ODT can tank car 


routings. 

Effective at 12:01 a.m., Oct. 10, 
the routings 
ment only. Mr. 


which direct 


cover loaded move- 


Eastman said a 


separate direction on empty car 
movement is being prepared by the 
Section of Tank Car Service of 
ODT, but that field men of the Rail- 
way Transport Division have author- 
ity to instruct empty car routings to 


expedite return. 


Text of Letter 


Mr. Eastman’s letter follows: 


“IT am attaching a list of routes 
for the trainlead movement of petro- 
leum and petroleum products. traf- 
fic from specific origins to specific 
destinations which are designed to 
insure a maximum movement of 
these products into Distrist No. 1. 


“These routings are hereby di- 
rected under the provisions of Sec- 
tion 500.13 of General Order No. 7 
and takes precedence over any and 
all instructions from all other 
sources. Railroads are hereby di- 
rected to disregard all routing in- 
structions to the contrary. 

“These routings result from sug- 
gestions of a routing committee ap- 
pointed by the Division of Traffic 
Movement, upon which Mr. Calla- 
han of the Association of American 
Railroads sits as operating advisor. 
No additional routes for the move- 
ment of this trainload traffic be- 
tween these origins and destinations 
are to be established except upon 
my written approval, or as a result 
of emergency diversions directed in 
writing by representatives of the 
Office of Defense Transportation to 
whom such authority has been dele- 
gated in order to overcome adverse 
operating conditions. 


“The attached list of routings 
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cover the loaded movement and are 
to become effective at origin point 
of the traffic at 12:01 a.m., Oct. 
10, 1942. 

“A separate direction is being pre- 
pared by the Section of Tank Car 
Service of this office covering the 
movement of empty tank cars. 
In this connection, the field rep- 
resentatives of the ODT’s Railway 
Transport Division have delegated 


to them the authority to instruct 
routings of empty tank cars in order 
to expedite return. 

“Will you insure that the railroads 
are instructed in line with the fore- 
going? 

“Very truly your, 

“Joseph B. Eastman, Director, 

“Office of Defense Transportation. 

“By (s) H. F. McCarthy, Director, 

“Division of Traffic Movement.” 





Eastman Asks ‘Joint Action 
To Cut Tank Truck Mileage 


NPN News Bureau 
WASHINGTON — ODT Director 
has asked the Petroleum 
Advisory Committees, organized in 


Eastman 


48 states, to co-operate in “joint 
action” among retail tank truck op- 
erators for an immedate reduction 
in tank mileage. These groups are 
also to help in meeting other ob- 
jectives of ODT Order No. 21, which 
controls all commercial vehicle op- 
Nov. 15. The 
request was made on Oct. 2 


eration beginning 


Eastman’s Statement 

Mr. Eastman’s statement follows: 

“The absolute need for the elim- 
ination of every unnecessary mile 
and the conservation of the avail- 
able supply of rubber and tank ve- 
hicles, engaged in the retail deliv- 
ery of petroleum products, requires 
that immediate action be taken by 
the operators of tank trucks to de- 
velop co-operative plans to provide 
for the necessary joint action which 
will have the effect of assuring the 
objectives of the Certificates of War 
Necessity, which will be issued un- 
der General Order O. D. T. No. 21. 

“These objectives require that: 

“1. Operations be confined to 
those which are necessary to the 
war effort or to the essential domes- 
tic economy. 

“2. Operations be so conducted 
as to attain maximum utilization of 
the equipment involved. 

; The operators conserve and 
providently utilize rubber and other 
critical materials used in the manu- 
facture, maintenance and operation 
of all vehicles covered by the order. 

“In order to develop this program, 
I am calling upon the Petroleum 
Transport Advisory Committee es- 
tablished by the Office of Defense 
Transportation to take the necessary 
steps in meeting with all operators 
of local delivery tank trucks to de- 
velop concrete plans of operation 
which will bring about these ob- 
jectives. 

“These plans of necessity must 
provide for a substantial reduction 
in mileage, the elimination of cross- 
hauling and other transportation 
waste, such as special deliveries and 
call-backs, to an extent that may 
necessitate extending hours of deliv- 
ery. The plans should be submitted 
to the Office of Defense Transporta- 
tion for approval. 

“The membership of the Petro- 
leum Transport Advisory Commit- 
tees established by the Office of 
Detense Transportation embrace ve- 
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hicle operators of the common and 
contract carriers and of oil com- 
panies, distributors and jobbers in 
each state. 

“In announcing the provisions of 
General Order ODT No. 21, I point- 
ed out the serious shortage of tires 
and the grave danger that our sup- 
ply of all types of commercial ve- 
hicles may be badly depleted unless 
we conserve them to the utmost. I 
here again repeat that ‘this means 
the commercial vehicles and_ their 
tires must be given the best possi- 
ble care: they must be driven with 
equal care; and every mile un- 
necessary operation must cease. 
Your welfare and the safety of our 
country demand that this be done.’ ” 


Simultaneously, ODT told all local 
delivery truck operators that they 
information 
Depart 
ment clearance of joint action plans 

Detailed ODT, 


must be presented covering prior 


should submit specific 


when seeking ODT-Justic« 


information, said 


detailed 
for future action, in order to elimin- 


operations and proposals 
ate the delay that has been caused 
by return of applications with in- 
sufficient data. 

All details of the proposed joint 
action must be set forth clearly and 
specifically, ODT added. 

ODT must know the area affect- 
ed: the vehicle mileage operated by 
those who propose the plan during 
the last calendar month and esti- 
mated monthly mileage which will 
result from the plan; approximate 
total number of carriers engaged in 


like the 


within 


service area; ap- 
proximate percentage of the total 
of such service in the area _per- 


formed by the proponents; extent to 
which curtailed 
under the proposed plan, and the 
that be 


freed, if any, and proposed disposi- 


service would be 


number of vehicles will 
tion of them. 

If the plan affects competition, 
participating carriers—if they make 
up a substantial portion of carriers 
in the area—should give the names 
and addresses of non-participating 
competitors, along with the reason, 
if known, for non-participation. 

If exchanges or sales of routes 
are contemplated, ODT continued, 
full particulars as to basis, method 
and compensation should be given 
Readjustment of customers should 
neither place carriers at a competi- 
tive disadvantage nor deprive the 


customer of a choice of supply. 





Taxes, Fees on Out-of-State Trucks 
Still Hamper Motor Transportation 


NPN News Bureau 
WASHINGTON 


-Taxes and fees 


on out-of-state trucks continue to re- 


strict seriously the free flow of in- 
terstate motor transportation 
While some progress has been 


made in ironing out the differences 
in size and weight limits, most of 
the states balk at adjusting license 
An inquiry by NPN 
headquarters 


fees and taxes 
at truck 
here 


association 


revealed dissatisfaction with 
progress made thus far in bringing 


the states into line. 


Government agencies took a more 
hopeful view of the willingness of 
the states to cooperate, especially 
where transportation of war mate- 
involved. W. Y. 
ICC’s 
carriers, said: 


rials is Blanning, 


director of bureau of motor 
“No complaints have come to us 


If any of 
them are experiencing difficulty we 


thus far from oil truckers. 


would like to know about it. Gen- 


erally the situation is satisfactory. 


serious trouble are not 
In New England the sit- 
uation is clearing up. 


Instances of 
numerous. 

There is some 
difficulty still in reciprocity in Iowa, 
South Dakota 


some states, however, our inspectors 


and Minnesota. In 


are getting clearance for truckers 


handling war materials.” 
‘Wait and See’ View 


Although some thought has been 
the 
war powers to suspend restrictive 


given to invoking emergency 


state laws and_ regulations on 


trucks, officials are inclined to wait 


for the make 


states to the neces- 
sary adjustments themselves. How 
long they will wait none would 


hazard a guess. Some relief, how- 


ever, is expected through action 
by the state legislatures when they 
meet in January. A form of emer- 
gency war act has been prepared 
for their guidance in modeling nec- 
essary state legislation. 

At the headquarters of the Ameri- 


can Assn. of Motor Vehicle Admin- 


NATIONAL 


istrators, progress being made 
bringing the barriers 


called generally satisfactory. Offici 


down 


are inclined to wait to see wil 


legislation in January brings fort 
The matter of sizes and weighi 
they say, has been pretty well tak 


care of by the states, but the o 
look for adjustments in taxes a: 
fees is not bright. 


Some concern was expressed 
the possibility of the federal gi: 
ernment with 
powers, and officials hope the stat 


stepping in its w 
will act before this becomes nec« 
sary. 
Cite Train Action 

In its recent action “suspendin 
state regulation of train  lengt 
(Service Order No. 85), the IC¢ 
touched on a line of reasoning tl 


might be applied 


trade barriers. 


in clearing 


Compliance by t 
railroads now with state limitati 


f 


on length of trains, it said, “may 


result in congestion of tracks and 
terminals, wasteful use of locomo 
tives, and interference with the fre 
flow of traffic necessary for the pres 
ent emergency.” 

By changing a few words, this 
statement could be applied to state 
regulations on truck = sizes and 
weights, port of entry, and other 


trade barriers. 


Rosenthal Elected Head 
Of Heating Oil Group 
NPN News Bureau 

CHICAGO—Charles S. Rosenthal! 
Apex Motor Fuel Co., was elected 
chairman of a permanent heating oil 
subcommittee, organized to work un 
der the ODT committee on petrol: 
um transportation, here last week at 
a meeting attended by representa 
tives of the metropolitan fuel oil in 
dustry. 

Elected to Mr. Rosenthal, 
whose main job will be pooling of 
transport equipment to reduce truck 
delivery mileage, were E. W. Miles 
Indiana Standard, as vice-chairman; 
Frank Malone, Shell; G. S. Speaker, 
Cities Service; George Donovan 
Globe Oil & Refining Co.; R. | 
Doepel, Braun Brothers; J. Loeffler 
Commerce Petroleum Co.; and Carl 
Jonswald, Arrow Petroleum. F. B 
Caldwell, secretary of the Burning 
Oil Distributors 


committee secretary. 


assist 


Assn., was nam¢ 


ODT Appoints Schad 

NPN News Burea 
WASHINGTON—Harry G. Scha: 
general transportation manager \ 
Atlantic Refining Co., has been a 
pointed to the Philadelphia Tra: 
portation Advisory Committee whic! 
will work with ODT in coordinati: 
rail-truck 
to ODT. 


transportation, accordii 
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“Today Motorists Won't 
lo with ‘Second-Bests’ 


_Neither will 1” 





ITH CARS as vital as they are—with 
Wreces news agency saying, “Con- 
serve...conserve...take care of your car” 
— you can bet that motorists are looking 
for products they know are good. 


They are looking for brand names in 
which they have confidence. The distrib- 
utor who can supply them will profit. 

Socony-Vacuum offers them to you. 
Mobilgas and Mobiloil form America’s fa- 


vorite gasoline and oil combination. Great 
public confidence is already established 
...confidence in which you can share. 


In addition, Socony-Vacuum is organ- 
ized to offer extensive company cooper- 
ation—to cut through red tape—to help 
you attain wartime efficiency. Socony- 
Vacuum’s local offices have authority that 
means prompt decisions—plus knowl- 
edge of your local marketing problems. 





Let the Sign of the Flying Red 
Horse Make Your Outlets 


HEADQUARTERS FOR 
MAKING CARS LAST 





NEW YORK, N.Y. 
26 Broadway 


KANSAS CITY, MO. 
925 Grand Avenue 


CHICAGO, ILL. 
59 E. Van Buren Street 


DETROIT, MICH. 
903 West Grand Blivd. 


ST. LOUIS, MO. 








. 


Wires 





Write or Wire for Complete Details on the Socony-Vacuum Distributorship in Your Locality: 


CLEVELAND, OHIO 
4614 Prospect Avenue 


4140 Lindell Blvd. 


| Socony-\'acuum maintains many other conveniently located service offices to give you close and fast cooperation. } 


SOCONY-vacuym 





MILWAUKEE, WISC. 
907 S. First Street 
DALLAS, TEXAS 
Magnolia Petroleum Co. 
Magnolia Bldg. 
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24-Inch Pipeline 
Smashes Records 
On Construction 


NPN News Bureau 
WASHINGTON—It took a long 
time to dispense with red tape and 
the steel shortage to get started on 
the big 24-in. crude pipeline from 
Texas to Illinois, but the line, now 
being built, is setting new construc- 
tion records. 

A record pace of 8.15 miles com- 
pleted in one day was set on Sept. 
23. OPC reported on Sept. 30 that 
for the previous two weeks, an aver- 
age of about 6 miles daily had been 
laid—‘“a record that has not been 
beaten even for the laying of 10 in. 
or 12 in. pipe.” 

All in all, the line is almost 29% 
complete and more than 50% of the 
river crossings are finished, OPC said. 


155 Miles Laid 


Weather conditions impeded work 
on southern sections of the line, even 
so nearly 155 miles have been laid. 

Reports War Emergency 
Pipelines, Inc., say that the big line 
already is beneath the Red, Little 
Missouri and Ouachita Rivers, con- 
struction is nearly finished on the 


from 


Arkansas and White Rivers, and work 
already has started on crossing of the 
St. Francis. 

Crews have moved in “for a scrap 
with the fickle currents of the Mis- 
sissippi,’ OPC said. 

“It must be pointed out that while 
the amount of line completed to date 


represents nearly 29% of the total 
mileage from Longview to Norris 
City, Deputy Coordinator Davies 


said, “the big emergency oil carrie1 


cannot move a drop of oil to the 
East until the final weld has been 
completed and the pump stations and 
built, 


terminals tested and set in 


operation. 
December Goal Set 


“It is most encouraging, however, 
to be able to report not only that 
new daily construction records are 
being established, but that the whole 
tempo of construction from end to 
end of the project is on the upgrade. 
We must anticipate occasional lags 
due to unpredictable weather diffi- 
culties, but with a normal break on 
the weather and a minimum of labor 
difficulties, the 
‘big inch pipeline should be com- 


and_ transportation 


pleted in December and ready for 
initial operation by the first of the 
year. 





Moving Day for Pipelines Comes Often 
In Texas as War Brings Market Shifts 


Special to NPN 

AUSTIN — Pipelines that 
cross the state of Texas are being 
taken up and moved right and left 
these days as the war continues to 


criss- 


ruin markets for some areas and in- 
crease it for others. 

In South Texas, Sinclair Refining 
Co. will put in a 160-mile line from 
Christi to Houston, de- 
scribed by Railroad Commissioner 
Olin Culberson as “one of the most 


Corpus 


highly desirable construction proj- 
ects in the entire history of oil pro- 
The line, he 
said, “will offer relief to a territory 
that has been long patient and suf- 
fering.” Mr. 


duction in Texas.” 


Culberson has ap- 
proved the project, and it is await- 
ing the return of the other two 
commissioners to the state for final 
signature. 

To get material for this line, Paul 
McDermott of Fort Worth, attorney 
for Sinclair, told Mr. Culberson in 
a hearing that 93 miles of pipe in 
the Texas Panhandle will be taken 
up. That line runs from Isom Sta- 
tion, near Borger, to the Texas- 
Oklahoma border via Kingsmill. In 
addition, he said, some pipe from 
the Oklahoma end of the line will 
be used, and Oklahoma has already 
given permission to take it up. 

All connections with the line to 
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be removed have been taken over 
by the Phillips Petroleum Co., with 
the exception of one well in Grey 
and one in Carson county. T. M. 
Johnson, Sinclair engineer, said these 
their oil 


two operators will have 


moved by trucks without charge 


The eight-inch line will run from 
East White Point in San 
county through Refugio, Jackson, 
Wharton and Matagorda 
counties to Damon in Brazoria coun- 
tv. At Damon, it will connect with 
south of 
Fields close to the new 
White Point, 
fom O'Connor, Heyser, 
West Ranch. Mr. 
Johnson estimated the line’s capacity 
as 20,000 to 21,000 b/d. There 
Was no opposition at the hearing 

The 
ing tor Oct. 14 on the application of 
Tool and Supply Co. 
to move 15 miles of pipeline run- 
tank 
Pritchard 


Patricio 


Victoria, 


a line running to Sinco 
Houston. 
include East 
Plymouth, 


Kieran and 


location 


Commission set a_ hear- 


the Dunigan 


ning from Grayburg farm at 
Somerset to the 


in San Antonio. 
At San Angelo, 


Re finery 


crews have fin 


ished removing the last 25 miles of 
the 125-mile, 12-inch line which 
formerly connected the Big Lake 


oil and gas pool on the west and 


San Angelo on the east 


OPC Favors Conversion 
Of Texas Gas Line 


Special to NPN 
HOUSTON — Conversion of a 
large natural gas pipeline from Cor- 
pus Christi to Houston to handle 
crude petroleum and its products is 
urged by Maj. J. R. 
tor of transportation for OPC, ac- 
A. Neath, 


subcommittee 


Parten, direc- 
cording to J. chairman 
of a 
study the project by the transporta- 
District 3. Mr. 
Neath is vice-president of the Hum- 
ble Oil and Refining Co. 

Major Parten, in a telegram to 
Mr. Neath, advised that plans for 
conversion should be made and sub- 


appointed to 


tion committee of 


mitted at the earliest possible date, 


without waiting for decision on 
crude and its products to be han- 
dled through the 24-in. War Emer- 
gency Pipe Line from East Texas 
to Illinois. Mr. Parten said that the 
Corpus Christi- Houston _ pipeline 
probably will be needed in any case. 

The subcommittee under the di- 
of Mr. Neath has 
studying the project several weeks. 
This committee 
mitted a preliminary report indicat- 


rection been 


already has _ sub- 
ing two alternatives for handling 
50,000 to 75,000 b/d from Corpus 
Christi to Houston. 

1—Con- 


lines; 2— 


The alternatives were: 
version of existing gas 
ripping up second-hand pipe where 
it could be spared and using for 
construction of the line. 

Mr. Neath’s subcommittee also rec- 
ommended appointment of a tem- 
pipeline sub- 


porary management 


committee and a temporary pipe- 
subcommittee for 
District 3 to handle this and other 
projects related to supply for the 
War 


East Texas. 


line engineering 


Emergency Pipe Line from 


Sohio, Sun, Shell 
To Begin Building 
New Ohio Pipeline 


NPN News Bureau 
CLEVELAND — Contracts will 


be awarded soon for construc- 
82-mile 


necting existing lines entering west- 


tion of an pipeline con- 
ern Ohio with the Sun-Susquehanna 
system at Doylestown, Ohio, Sidne * 
A. Swensrud, Ohio Standard 
president, announced Oct. 4. 
The new Tiffin-Doylestown line 
will have a capacity of 15,000 b/d 


and is being built for Defense Plant 


vice 


Corp. 

Used pipe from West Texas will 
be used in building the pipeline, 
which will make the Sun line, east- 
bound out of Akron, independent 
of seasonal lake tanker deliveries 


Gasoline will enter the new line 


NATIONAL 


near Toledo, Lima, Chicago, Wo: 
River and other refineries throug 
existing lines reaching western Ohi 

B. K. Morse, Philadelphia, chic 
engineer of Sun Oil Line Co., wh 
is on leave to serve as chief engi 
line, hi 
established project offices at Man 


field. 


neer for the emergency 


Serving with Mr. Swensrud 
directors of the emergency line ar 
N. J. McGaw, vice-president 


Shell Oil Co., and Frank L. Hadley 

vice president of the Sun Oil Lin 

Co. 
The 


fense Plant Corp. 


project is financed by D: 


Bayou Line System 
Will Be Completed 
In December—Ickes 


NPN News Bureau 

WASHINGTON — OPC expect 
the Bayou pipeline system alon 
250 mile section from Texas refiner 
ies to the Baton Rouge terminus of 
the Plantation Pipeline will be com 
pleted in December. 

Coordinator Ickes said on Oct. 5 
that the 
secondhand pipe and having a ca 
pacity of 60,000 bbls. daily, already 


is under way. 


Bayou system, made of 


It will consist of a 
62-mile 8-in. line with a capacity of 
37,000 b/d from the 
Baytown to Beaumont, and a 182- 
mile 10 in. line with a 60,000 b/d 
capacity from Beaumont to Baton 


vicinity of 


Rouge. 

The Plantation Pipeline, strength 
ened by the branch into the Texas 
Gulf Coast refining area, will move 
60,000 b/d of products to South- 
eastern states and pump 30,000 b/d 
to Richmond, Va., for barge ship 
ment to more northern points. 

To Cost $7,500,000 

The estimated cost of the line 
is $7,500,000, but only $840,000 will 
be spent for new materials. 

Shell will build, operate and main 
Bayou 


tain the system on a_ cost 


basis. Construction maintenance 
and operation cost will be charged 
respectively to each segment of the 
line according to the amount in- 
curred by the section and the costs 
for each segment will be shared by 
each participating company in al 
amount equal to the transportatio1 
capacity owned by each company 
in the Bayou system as follows: 

section- 
32.14% 


and Crow! 


Baytown-Beaumont 
Humble, 35.72%: Shell, 
Pan American, 23.21%; 
Central, 8.93%. 


Beaumont-Baton Rouge Section- 


Humble, 23.36%: Texas 23.36% 
Shell, 21.03%; Pan American 
15.19%: Pure, 11.22% and Crowr 


Central, 5.84%. 
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Jobbers in Steel Mill Districts 
Suffer from Higher Costs; 


Find Labor is Huge Problem 


a grows among inde- 
pendent jobbers that they be given relief from 
oppressive OPA ceiling prices which are crush- 
ing the life out of them, inquiry among job- 
bers in the extremely busy Ohio steel mill 
district indicates. They are being pressed 
harder and harder against the government 
ceilings by mounting operating costs of every 
nature. 

Jobber net margins that once were suf- 
ficient when gallonage and service costs were 
normal are now strangling them. The jobber 
is the forgotten man, they claim. 

“We stand facing a cliff—throw us a rope!” 
they plead. 

Unless they are thrown that rope and are 
permitted to climb away from the precipice, 
they will not be able to live, they say. They 
point out that the sale price of transportation, 
foods and other things has gone up. Farm 
products have been allowed to advance and 
under the new “price control” bill, will con- 
tinue to do so by “adjustment of inequalities”. 
The government has also permitted increases in 
wages, and under the order that freezes wages, 
further “adjustments” will be granted. 

Why not adjust the price of petroleum prod- 
ucts to meet the increased cost of operations? 
jobbers ask. 

Opinion as to the amount of increase neces- 
sary to protect the jobber varies from Ic to 
1.5c per gal. on the retail price of gasoline, the 
adjustment to be divided between dealers, 
jobbers and refiners. 


Ask ‘Fighting Chance’ 


Jobbers feel that the public will gladly pay 
the small increase necessary to insure a steady 
flow of gasoline and oils by maintaining jobber 
facilities already in place, although they are 
aware that there will be war casualties among 
them. They insist, however, that they be 
given a fighting chance to live under the “free 
enterprise system” as outlined by OPC. 

Not only do jobbers have their own troubles, 
but dealer fatalities are piling up on them. 
They are forced to take over and operate 
numerous service stations where dealers have 
failed, or quit and gone into war industries 
at higher wages, in order to protect them- 
selves and because of long term leases on sta- 
tions made in normal times. 

“Two months ago, we operated only 2 serv- 
ice stations and just sold to the others,” a 
leading independent jobber in this busy steel 
mill district stated. “Now we operate 30, and 
have been forced to close others.” 

“In normal times,” he continued, “dealers 
hired help for $100 a month. Now it is $150- 
a 50° increase—and dealer gross margins re- 
main the same. Employes, and dealers them- 
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selves, are urged by the government to quit 
and seek employment in some war industry 
where they can get $200 to $250 monthly.” 

These big wages are of course paid with 
money from government war contracts, which 
the jobbers do not have 

“One of our big stations is in a retail shop- 
ping district,” the jobber went on, “and there 
we are not really in the oil business, for we 
sell pants, jackets, toasters, gas and _ electric 
stoves, lawn mowers and a lot of other things.” 

Most of the customers in this mill area are 
steel workers. There is no tourist or farm 
trade: no influx of new families that might be 
expected in boom times when the steel mills are 


going full blast. The steel mills have fixed ca- 


pacities which are not being greatly enlarged 
and consequently labor requirements are fixed 
Jobbers even consider themselves fortunate that 
there is not an exodus of population, for less 
than 50 miles away the government has erect 
ed a lage munitions plant employing 15,000 
to 20,000 workers. 

“About 50°, or 60% of the munitions plant 
employes still live here,” the jobber said. “They 
travel back and forth every day in private aut 
mobiles and by bus. Of course there is a k 
of doubling up—several men ride in one cat 
They watch their tires carefully, and spend 
the first money they get on service and repairs 
to keep the cars going.” 

“Regardless of this,” he added, “dealer sal 
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gasoline, oils and service are down. Dealers 
ve really been hit the hardest so far. Take 
lealer in Ohio on a 3c margin. It cost him 
per gal. for rent and 0.5c for light, heat, 
iter towel supply, etc. This leaves him 
ly 1.5¢ per gal. for wages for himself and 
s help. Before rationing hit, dealers had 
es and other things to sell, and didn’t have to 
pend entirely on gasoline, oil, washing and 
ease jobs. Now there are few tires or none, 
id many of the other items they can’t get.” 


Gasoline rationing will, of course, make it 
ill more difficult for both the dealer ana 
ie jobber since they will have even less to 


sell. 


a 


a= 


“Dealers know they are in the driver’s seat 
now, the jobber said, “for they are aware 
that we are tied up on station ground leases. 
They threaten us with everything they can 
think of—demand rent reductions and even free 
rent, free grease guns and other equipment 
from stations we have been forced to close. 
We're compelled to make concessions or lose 
good dealers we can’t replace. 


“Our own station gallonage is off, but by 
hard work we were able to get a good con- 
sumer account that helps keep our volume up.” 

“That big consumer account is new business?” 
the jobber was asked. 

“For us, yes, but another jobber lost it,” 
he explained. “There’s no new business in this 
territory. Our total gallonage is 2,250,000, 
including 20,000 gal. of kerosine and Nos. 1 
and 2 fuel oils. Fuel oil is a small item here— 
most homes are heated with coal. Fuel oil 
sells for 8.5¢ a gal., the government ceiling in 
open market. This gives us a 2c margin; 
but on gasoline, our jobber’s margin is only 
1.75c, and has been for 3 years. Dealers pay 
us 15¢ per gal.” 


Plagued with Labor Troubles 


Jobbers also have their labor troubles. This 
man formerly paid his truck drivers $135 per 
month. Now it is $180. Office help is up 
about $20 too. Pump maintenance men used 
to paint pumps for $1 each, but now charge 
$2, with the jobber furnishing the paint. This 
jobber has 2 fewer men outside than he former- 
ly had, and does the extra work himself to 
keep down overhead. There used to be 3 
girls in the office and now there is only one. 

“We have too much invested to close shop 
ind go to work in the steel mills or munitions 
plant, as our dealers and employes do. The 
jobber today is the forgotten man,” he de- 
clared; “forgotten by government, which has 
done nothing whatever so far to relieve him 
of narrow margins to offset increased expenses; 
ind forgotten by his supplier, who will not help 
him carry the burden. Also, today if a jobber 
wanted to change his source of supply, nobody 
would take him on. 


“We do not owe refiners a nickel,” he con- 
tinued, “and refiners have nothing invested 
in us, except as good customers. They know 
they are going to get 100% of our business 
under our contract, and have little sales ex- 


pense in connection with us.” 


Of course jobbers know that refiners’ costs 
have gone up too, and this jobber said: “The 
idea of price ceilings is all right, but the re- 
tail ceiling is too low now. It should be raised 
it least I1c—O.5c for the retailer, 0.25c for the 
iobber and 0.25c for the refiner. This would 
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enable us to exist. Our main tragedy now is 
poor dealers—men who can’t make it on the 
present margin. 


“As jobbers,” he said, “we used to have 
things other than gasoline and oil to sell. Our 
tire sales formerly amounted to about $25,000 
a year. Now they are only about $2,000 be- 
cause of government rationing. We turned 
$4000 worth of tires back to the manufac- 
turer on government instructions, to relieve 
jobbers and other tire dealers who had stocks 
tied up. 

“Lube oil sales are off now too. Last spring 
when the government ordered that no more 
oils be put in tin cans, we did a good lube 
business that lasted through the laying-in period 
—May, June and July—when dealers stocked 
up. But that and the tire business now are 
over.” 


“Is any of that lube oil going to be returned 
to you by the dealers, because they can’t sell 
it on account of gasoline sales being down?” 
the jobber was asked. 

“No, I don’t think so,” he replied. “There 
will always be a little gasoline, and the dealers 
will eventually get rid of the oil.” 


“How about total net profits?” 


Net Profits Decrease 


“Down about 10%, now that the lube oil 
rush is over, and there will be no more of that 
business for about 90 days. The 10% plus 
we received on the tires returned to the fac- 
tory helped too, but that was a liquidation, not 
a sale. 

“With government fuel oil and gasoline ra- 
tioning, gallonage will keep going down. We 
jobbers will find ourselves getting smaller and 
smaller. Oil sales will be negligible—no tire 
sales. Grease jobs will be cut in half at least, 
and overhead will not diminish much because 
we have already cut to the minimum. We close 
now at 6 p.m. and do not open on Sunday 
at all. 


“For the reasons stated (lube sales, tires re- 
turned and the new consumer account), we 
ourselves are not badly hurt yet, but we stand 
facing a cliff. Throw us a rope! The public will 
gladly pay a little more to get oil and gas and 
some of us can live if given a little freedom.” 

Another jobber, operating in a big city in 
the same steel mill territory, but with additional 
and varied industrial plants, has had a similar 
experience. 


“The government,” he said, “insists that we 
buy war bonds and stamps, that we contribute 
to the ‘war chest’ and other necessary things; 
but the government does not say where the 
money to do those things and meet our ex- 
penses is coming from.” 


“The war plants get our employes,” he con- 
tinued, “because they pay higher wages than 
we can afford. Of course, if the government 
kills off 80% of the service stations, there will 
be some men out of work who can’t find any- 
thing else to do—men about 45, who have 
arthritis or bad feet and can’t stand mill or 
machine work, such as they would be compelled 
to do in a factory. 


“Our gasoline gallonage is off about 30% 
now. Fuel oil is a minor item with us; but we 
handle cleaning fluids and motor oils; no tires, 
other accessories or sidelines. If we did, we 
wouldn't be in the oil business. We don’t 


operate any stations, but have helped finance 
some on the principle that when dealers work 
for themselves, they take a personal interest 
and do a better business. I know dealers are 
hardest hit so far. 


“Here in town, one station I know of is op- 
erated by two partners, who allow themselves 
$42.50 each per week salary; and the wife of 
one of the men works for nothing, keeping 
books just to help out. They paid 2 outside 
men $37 each per week. A war plant offered 
the outside men $60 a week each, so they quit. 
But the work was hard and they were not satis- 
fied, so the dealers got them back; but had 
to pay them $55 each per week—an increase 
of nearly $160 month. So far the station sales 
of 33,000 gal. per month have been maintained, 
but the dealer margin has not been increased. 


“Where are those fellows going to get the 
additional money—and where are we jobbers 
going to get it to meet our rising costs? Trans- 
portation, milk, groceries, meat, farm products 
and everything else has gone up, so why not 
the price of oil? The public has got to pay, 
and the government has increased wages. Every 
gasoline dealer should have le more margin, 
and the jobber 0.5c—and we still will not be 
as well off as we were on account of greater 
operating costs.” 


Representatives of major oil companies in 
charge of jobber business and company bulk 
plants over a much wider area, but including 
the Ohio steel mill district, are aware of the 
situation, and one of them said: 


“Jobbers are hardest hit who are operating 
their own outlets, or who are selling through 
dealers in depopulated areas—that is, districts 
from which people have moved, attracted by 
higher wages paid at distant new or enlarged 
government munitions plants. Things are also 
tough in those same new war plant areas, be- 
cause of keener competition with high priced 
labor and increased living costs.” 


Says ‘Gas’ Price Hike Needed 


Another major company representative ex- 
pressed the opinion that “state gallonage is now 
off about 25% and will continue to drop at 
about 5% a month for the next 6 months. That 
should be the bottom. The big pipeline from 
the Southwest should be completed then, and 
we should start getting a little synthetic rub- 
ber. What is needed now is an increase of 
1.5c per gal. in the retail price of gasoline— 
0.25c to tank car, 0.5¢ to tank wagon, 0.25c to 


jobbers and 0.5c¢ to dealers. 


“However, he stated, “margin increase is 
one thing, gallonage another. Stations in the 
East are on a 72 hour week. Here we work 
from 6 a.m. to 11 p.m., and getting help is get- 
ting to be a bigger and bigger problem for 
both the dealer and jobber. Jobbers have not 
yet felt the full force of the situation. Jobbers 
will have tough sledding, particularly in indus- 
trial areas during the next 2 or 3 months; but 
if they can live through it they will be all 
right. Between 40% and 50% of all retail out- 
About 20% of the out- 


lets in this state are closed now. 


lets will be closed. 


“It remains true, however,” he said, “that 
prices are basically too low and should be 
raised. They have not convinced me yet that 
gasoline rationing to save rubber or anything 
else is necessary nationally.” 
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Phillips Charges Bungling at Washington 
Scandal and Oil Shortage 


That Threatens 


Government mismanagement and bungling of 
the war effort, and Washington’s mistreatment 
of the oil industry were severely criticized by 
Frank Phillips, chairman of the Phillips Pe- 
troleum Co., in addressing the Des Moines 
Chamber of Commerce, in his home state of 
lowa, Sept. 25. 

While Mr. Phillips said he did not speak 
as a member of the P.I.W.C., nor as chairman 
of all the committees of OPC in District 2. 
nevertheless he did pointedly say that he is in 
a position to know his facts. 

Mr. Phillips made the following critical 
points: 


That there is much “bungling” and fight- 
ing for political power at Washington; 

Too many ignorant and incompetent men 
are running the war job; 

The administration is “two-timing” indus- 
try by prosecuting it for alleged anti-trust 
violation while other branches are urging 
business co-operation that may be the foun- 
dation for future anti-trust suits: 

That the well accepted principles of busi- 
ness management have been thrust aside; 

Some labor leaders are disregarding the 
country welfare: 

That the Washington authorities have so 
overlooked the need for sufficient war sup- 
plies of petroleum that they are maintain- 
ing costly low price ceilings, and that a 
“national scandal” will break when the war 
effort faces a shortage of petroleum because 
of government mismanagement; 

That Phillips Petroleum Co. tried to in- 
terest the administration in synthetic rub- 
ber before Pearl Harbor without success; 

That undoubtedly synthetic rubber will be 
made more from petroleum than from farm 
products alcohol because of the great dif- 
ference in cost which favors petroleum. 


Mr. Phillips said, in part: 


By FRANK PHILLIPS, 

Chairman, Phillips Petroleum Co.. 
and general chairman OPC commit- 
tees of District 2 


“The most gigantic administrative job in the 
world today is the management of the United 
States of America. We are running the risk of 
losing this war because of bungling on the part 
of certain incompetent and inexperienced po- 
litical bureaucrats. Too many men charged 
with the responsibility of the war program 
seem to be more interested in politics and post 
war reforms than in victory. 


“The jealousy of power, the inefficiency, and 
the prevailing lack of knowledge are amazing. 
If you have read the testimony given before 
various investigating committees and the state- 
ments made by Congressman Hartley as_ re- 
ported in the Congressional Record of Septem- 
ber 3 and September 7, I think vou will agree 
with me 


‘Our government must have the 
ph. ae 
backing of its people to win a war. 


united 
The people 


will be sympathetic with sincere effort that 
fails, but they will not long be deceived or 
misled. When they are told anything at all, 
it should be the truth. And the nation must 
be more greatly aroused to the dangers that are 
involved in this war. 


“We have an adequate suppply of most raw 
materials. We have factories and plants fa- 
cilities. The people are willing to do their part. 
But if industry is to maintain maximum pro- 
duction, it must be kept in a healthy condition. 
This war certainly will never be won by de- 
stroying business 

“In the face of these facts, we find that ex- 
perienced businessmen are all too frequently 
under the supervision of amateur production 
czars Who may have found their way into gov- 
ernment positions through political channels 
without having had a day of industrial manage- 
ment experience 

“Industry is constantly faced with the threat 
of anti-trust attacks. Countless anti-trust suits 
are now pending against companies and _ indi- 
viduals in industry While one branch of the 
yovernment is prosecuting anti-trust suits, other 
branches are requesting actions which may 
well furnish the background for future mo- 
nopolies. Valuable time is being lost because 
of unnecessary red tape and conflicting instruc- 
tions. 

“Any of you businessmen of long experience 
know that there are certain basic laws of or- 
ganization that cannot be ignored if a business 
is to succeed. Of foremost significance among 
these is that fundamental business axiom: “Au- 
thority and responsibility go hand in hand.” 
This means that no individual in an organization 
can be held responsible for certain results un- 
less he possesses full authority to go after those 
results 


Must Find Right Man 


“The larger the business, the more neces- 
sary it is that top management delegate to sec- 
ondary executives. Delegation does not imply 
specifying every detail by which a job shall 
be accomplished. Only the desired results 
should be stipulated. Then if an assignment 
cannot be achieved satisfactorily and in due 
time, top authority must determine why. When 
the fault lies with the individual, a new per- 
former must be substituted immediately. War 
is ruthless the wav our enemies like to run it 
and we must be willing to hurt the feelings 
of a few, when necessary to avert sacrificing 
the interests of all. Violating accepted rules 
of management, even in small businesses, usu- 
ally ends in failure. Violating them within the 
biggest business in the world, unfortunately, 
might lead to disaster 

“Surely the people have the right to demand 
that the management of our government be 
shifted to an all-out wartime basis. Just be- 
cause it has heen possible to get along in peace- 
time with wasteful and experimental govern- 
ment management, we cannot assume that a 
war can be won in the same manner. There 
must be reorganization of war management, and 
this will take place whenever the people be- 
come sufficiently aroused to demand it; when 
we insist that our representatives in Washing- 
ton forget political considerations 

“Much has been accomplished in this direc- 
tion by the efforts of your own Senator Gillette 
and the Baruch investigation but there is need 
for more and immediate action. The Presi- 
dent displayed indisputable judgment when he 
selected that tried and true veteran of World 


War I, Bernard Baruch, to investigate a: 
unsnarl the confused rubber program. He d 
likewise when he appointed that Midweste: 
self-made industrial genius, W. M. Jeffers, pres 
dent of the Union Pacific Ralroad, as Rubbs 
Adininistrator for the nation. It is indeed e1 
couraging When men of this calibre are appoint 
ed to jobs of responsibility in the government 
but we must have more of them and _ hai 
them immediately. 

“It would now seem appropriate that son 
central authority be put in charge of all tl 
economic aspecis of our program. The neces 
sary agencies for performing the separate fun 
tions already exist. What we must have nov 
is someone to coordinate the effects of tl 
present agencies. A businessman, with prov: 
qualifications, like Donald M. Nelson should 
be capable of filling such a position. It would 
not need interfere with other centralized ai 
thorities having jurisdiction over the military 
and political phases of the war effort.. (Editor's 
note—Mr. Phillips speech was made some days 
before the President appointed Justice Byrnes 
—not an experienced business man as Mr. Phil 
lips suggests—to a new authority over th: 
country s economy,) 


Disputes Retard Output 


“Production also is being retarded by dis 
putes which are too often aroused by a few 
labor leaders who seem to be more interested 
in their own personal gains than in winning 
the war. The industry of this country cannot 
complete the changeover from a peacetime to 
a wartime basis unless there is teamwork be- 
tween labor, capital, and government. Labor 
cannot be at odds with management and with 
capital without seriously throwing the whole 
industrial machine out of balance. 

“Capital is the fruit of labor. From what- 
ever angle you view the subject, your con- 
clusion must be the same. Capital is created 
only through the production of labor and 
through the production of labor and through 
the utilization of raw materials produced by 
labor. When government attacks capital and 
business, labor is penalized. I yield to no 
one in my sympathy for honest labor, but I 
cannot sympathize with the tactics of some 
labor leaders who are trving to kill the hen 
that lays the egg 


Oil is Vital to War 
“Petroleum is one of the most vital of al 
war materials. It is not unlikely that the out- 
come of the war may be determined by pe 
troleum. The Americas have been called up 
on to furnish the increasing oil requirements 
of our Allies. Nevertheless, restrictions have 
been placed upon the oil industry which cur 
tail drilling so much as to jeopardize the find 
ing of adequate future reserves. I predict that 
another national scandal will break when the 
public realizes that available daily withdrawals 
of crude oil trom existing wells can no longer 
keep pace with the enormous war demands of 
America and its Allies. 

“Price ceilings on crude oil have been fixed 
it levels far below the cost that oil companies 
face in finding and acquiring new replacement 
reserves. 

“There is undoubtedly an adequate suppl 
of oil in this country to meet the war needs 
of the United Nations, but it is necessary that 
i constant program of exploratory development 
be carried on to find these reserves as they 
will be needed. The risk involved in explora 
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America Will Get Those 


Ts Baruch Committee recently stated 
that 60,000 tons of Thiokol* synthetic 
rubber, Type “N,”’ will be needed to help 
carry civilian passenger tires through the 
year 1943. Another 60,000 tons will be 
needed for 1944. The Committee recom- 
mended that Thiokol* Type “N,” “the 
most rapidly produced of all synthetic ma- 
terials suitable for retreading civilian 
tires,’ be used specifically to provide trans- 
portation for war workers. The Committee 
estimated that as many as 25,000,000 re- 
caps per year might be necessary to keep 


essential civilian cars on the road. 

We welcome the responsibility imposed 
on Thiokol Corporation by the findings of 
the Baruch Committee. Producing and 
supervising the production of 60,000 tons 
of Thiokol* synthetic rubber Type "N”’ is 
a big job—but it will be done. To the entire 
nation we pledge our unremitting efforts 
to attain the objective as soon as humanly 
possible. : 

Thiokol Corporation pledges, too, that 
fulfilment of its tremendous new assign- 
ment will be carried out without impairing 


*Thiokol Corporation trade-mark, Reg. U, S, Pat. Off. 



























60,000 Tons! 


production of the other types of Thiokol* 
synthetic rubber so essential in airplanes, 
tanks and ships. 


Thiokol Corporation, Trenton, New Jersey 


| Mhiokol” 


SYNTHETIC RUBBER 


“America’s First’’ 








tory or test drilling are so great that operators 
cannot afford to make the required investments 
with present oil prices and present rates of 
taxation. 


“It seems incredible that there should be a 
petroleum product shortage anywhere in the 
United States when we have over 60% of the 
world’s oil production. Nevertheless, as a re- 
sult of more bungling, that is the case today 
in the populous Atlantic Seaboard. We have 
an adequate supply of oil to meet all civilian 
and military demands but there are not suf- 
ficient transportation facilities to move it to 
the eastern states. 


“Foreseeing this situation more than a year 
ago, Harold L. Ickes, Petroleum Coordinator, 
recommended the construction of large pipe- 
lines from the Texas oil fields to the Atlantic 
coast. Not until after a serious shortage ac- 
tually developed could the project be revived. 
A 24-in. line extending from East Texas to IIli- 
nois, is now under construction. Had this line 
been approved when first recommended by Mr. 
Ickes, it would have been in operation today. 
Right here I desire to pay tribute to the out- 
standing ability and performance of Mr. Ickes. 
He is sincere, uncompromising, and_ experi- 
enced. He is one of the hardest workers to be 
found anywhere in this country today—certain- 
ly within government itself. 


Rails Take Up Burden 


“The challenge of the East Coast oil crisis 
was met promptly by the petroleum industry. 
Whereas, before this year, 110,000 tank cars 
were engaged in transporting petroleum and its 
products within the U. S. and less than 1000 
were on routes to the Atlantic Coastal areas, 
today more than 70,000 cars are in that serv- 
ice. Rail movements of petroleum and_ its 
products to the East have increased from 60,- 
000 bbls. a day on Jan. 1 of this year, to 850,- 
000 bbls. a day at present; and should reach 
nearly 1,000,000 bbls. a day by the end of this 


year. 


“You have recently read about the Baruch 
Committee’s report on the nation’s rubber 
situation and gasoline rationing. The Com- 
mittee found that no shortages of gasoline cur- 
rently existed outside presently rationed areas 
where supplies have been depleted by inter- 
ruption in peacetime transportation methods. 
If present rubber rationing regulations are 
to continue unchanged, the Committee points 
out no economic justification for extending gas- 
oline rationing throughout the nation. This 
conclusion conforms with those in my recent- 
ly published statement, “Solve the East’s 
Petroleum Problem Without Rationing the Mid- 
west,” which incidentally was approved in 
“gaa by the Petroleum Coordinator’s of- 
ce. 


“However, the committee was not content 
to accept things as they are. Even in the face 
of the serious rubber shortage found to exist, 
the committee realized that a collapse of civil- 
ian transportation must be averted by relaxing 
present rubber rationing regulations to permit 
the release of a greater number of recaps and 
tires than at present permitted . . . 


“If the Baruch Committee is supported in its 
recommendation to make available these addi- 
tional recaps and tires, I concur in the sug- 
gestion that gasoline rationing be put on a 
nationwide basis. Otherwise, I contend, as 
heretofore, that no adequate economic justifi- 
cation for nationwide gasoline rationing ex- 
ists 


Pushed Synthetic Rubber 


“Long before Pearl Harbor, appropriate rep- 
resentatives of our government were urged to 
help industry conduct development work and 
produce synthetic rubber on a commercial 
scale. Thus all technical problems in connec- 
tion with making rubber and fabricating it into 
products could be worked out before some 
emergency might arise. Government support 
was a key requirement because natural rub- 
ber was then selling at prices much lower 
than the cost of manufacturing the artificial 


2% 


substitute. The reason for this was that there 
were still manufacturing problems to be solved 
and consequently synthetic rubber was being 
made on a relatively small scale. 


“As early as 1940, our own company laid 
before Rubber Reserve Co., a government sub- 
sidiary, a specific program for making syn- 
thetic rubber. We urged that other com- 
panies also be interested in the program. 
Obviously confident that Singapore was im- 
pregnable, and that the Japs could be subdued 
in a few weeks should they be so audacious 
as to start a war, officials did not appear con- 
cerned and the company’s proposal was not act- 
ed upon. Failing to get our plan across, we 
constructed with our own money a plant to 
manufacture butadiene, which is the basic raw 
material used in the main types of synthetic 
rubber. Furthermore, we joined with a rub- 
ber company to build a full scale commercial 
plant for producing finished rubber using buta- 
diene. 


“That plant has operated continuously ever 
since and, the last time I made a comparison, 
was still the largest plant in the United States, 
and perhaps in the world, manufacturing rubber 
from petroleum. Tires made from rubber it 
has produced are on the highways today. The 
day that war was declared, this plant was op- 
erating at considerably less than its full capaci- 
ty, as all available warehouse space was used 
and the government had not yet devised a plan 
for permitting full use of even those facilities 
which were already in operation. 


Attitude Changed 


“After the raid on Pearl Harbor there was 
a decided change in governmental attitude. 
Phillips Petroleum Co. and other companies 
were called to Washington and instructed to 
proceed with all possible speed. With a back- 
ground of 10 years of related research and two 
years of actual experience in the manufacture 
of butadiene and synthetic rubber, Phillips Pe- 
troleum Co. proposed to build plants to manu- 
facture butadiene and styrene from petroleum, 
and a plant to convert those products into 50,- 
000 long tons of synthetic rubber a_ year, 
enough to make 11,000,000 tires. 


“At that time, an affiliate of Phillips Petro- 
leum Co. was the country’s largest manufac- 
turer of rubber from petroleum. In spite of 
this experience we were informed that we 
could have no part in the final operations of 
manufacturing rubber, but would be permitted 
to make only butadiene and styrene. Opera- 
tion and control of plants for the final stage 
of rubber making were placed in the hands of 
four major rubber companies, one other oil 
company, and a chemical company. 


“Phillips Petroleum Company, however, was 
asked to build and operate butadiene and sty- 
rene plants for the government. A rubber com- 
pany was awarded contracts to build and op- 
erate the final-stage rubber plant being built 
at the same location. More than 6 months 
work has already been done on the design 
and construction of these plants; more than 
a thousand men are working day and night 
to speed up construction in a frantic attempt 
to provide an adequate supply of rubber be- 
fore disaster overtakes us. 


“After 6 months of confusion and “stop-and- 
go” instructions by the government rubber ex- 
perts, the President appointed the Baruch 
committee to investigate and unsnarl the rub- 
ber situation. The committee severely criti- 
cized the management of the government’s 
rubber program, especially its failure to in- 
vestigate the Russian processes for making rub- 
ber, and recommended sweeping changes in 
authority and procedure. 


“There has been some conflict in opinion 
as to the proper source of supply for our syn- 
thetic rubber. Rubber can be made from a 
variety of raw materials and by different chem- 
ical processes. I am in favor of making rubber 
out of anything, or by any feasible process that 
will produce this nation’s requirements of syn- 
thetic rubber in the shortest possible time. I 
believe that expresses the feeling of the entire 


oil industry. It would be selfish and short 
sighted to take any other attitude. The oi 
business is dependent upon the automobile 
which must have tires in order to use gaso 
line. 
Rubber From Oil is Cheaper 

“Although rubber made from grain may hb 
logical as a war measure, it is not likely to sur 
vive as a post-war industry because of higher 
cost. The oil industry can make butadien 
from petroleum at a lower cost than it can b: 
made by using alcohol. As a matter of fact 
alcohol itself can be made more cheaply from 
petroleum than from grain. 


“In testimony before the Gillette Senate 
sub-committee, figures were submitted, using 
data supplied by the U. S. Department of Agri- 
culture, that showed the relative costs of mak- 
ing alcohol from grain and petroleum. Ac- 
cording to this testimony, a gallon of alcoho! 
from petroleum costs only 18c, where as a 
gallon of alcohol from corn at 50c a bushel 
would cost about 30c and from wheat at $1.14 
a bushel would cost about 53c. . 


“Our scientists, technologists, and industrial 
leaders are ready to do their part. Given cap- 
able government leadership, with the authority 
to properly organize and gear their efforts to 
the over all war program and to curb unjusti- 
fied labor conduct, production of war materials 
will be brought up to the nation’s full capacity. 
Then, and not until then, can we start talking 
about winning the war.” 


More Fuel and Diesel Oil 


Used by Railroads 
NPN News Bureau 

CLEVELAND — Petroleum Fuel consump- 
tion by railroads is increasing, according to 
Interstate Commerce Commission reports. 

Fuel oil purchases made almost exclusively 
in the West, amounted to 1,990,000,000 gal 
in the first 6 months of 1942, against 1,550.- 
000,000 gal. in the same period of 1941. 


Diesel oil consumption by U. S. railroads, 
while far below that of coal and fuel oil, is 
growing rapidly, and figures show purchases of 
87,075,000 gal. for the first 6-month period of 
this year, compared with 54,130,000 gal. in 
the first half of 1941. 

A small quantity of gasoline is also used 
by railroads, only about half of which goes 
into train consumption. The quantity pur- 
chased in the first half of 1942 declined very 
slightly to 23,200,000 gal. from 23,350,000 
gal. in 1941. 


Magnolia Recruits Sailors 
For Uncle Sam’s Navy 


NPN News Bureau 
CLEVELAND — The Magnolia Petroleum 
Co. Navy recruiting plan is drawing to a suc- 
cessful conclusion, according to reports from 
the company. Over 1500 Magnolia dealers 
in North Texas, West Texas and the Texas 
Panhandle became volunteer recruiting stations 
for the Navy on Aug. 1 with a quota of 2 re- 
cruits a month during August and September 
The dealers filled out temporary applica- 
tions for the men and directed them to the 
nearest official Navy recruiting station. Infor- 
mation to those interested in joining was also 
supplied, and posters were displayed in curb 
merchandisers, windows and on building walls 
A special U. S. Navy Citation Certificate will 
be given to those dealers who make their quo- 
tas of four applicants. 


NATIONAL PETROLEUM News 
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OPA Allows Retailers to Use 
October 1-15, 1941 Margins 


OPA Explains Amendment 10 


WASHINGTON—A letter explaining Amendment 10 to Maximum Price Regulation No. 
37 (see text of amendment on this page) has been sent by OPA to all gasoline suppliers. Text 
letter, written by OPA’s C. W. Grenz and signed by George W. Doffing, price executive, 


petroleum branch, follows: 


o: Petroleum Refiners, Marketers, Jobbers and Dis- 
tributors 


“Maximum prices for motor fuel sold at retail through 

rvice stations and other retail establishments are de- 
termined by the highest price charged during March 
1942, while maximum wholesale prices at which motor 
fuel is sold to retail establishments are generally the 
prices prevailing during the period October 1-15, 1941. 
Between October 1941 and March 1942 certain whole- 
sale prices were reduced below the allowable maxi- 
mums. In many instances these reductions were due to 
normal, seasonal decline as well as surplvs supvlies in 
certain areas. In many cases where such reductions 
were made in the wholesale prices, the retail prices re- 
flected these declines. However. in March 1942, when 
the retail maximums were established, service station 
margins were, by and large, at the same levels pre- 
vailing in October. 

“Since March, wholesale prices in some areas moved 
upward toward the established maximum which re- 
sulted in a narrowing of the margins of certain 
service station operators. 


“In order to provide a means of relief to service 
station onerators who find their margins thvs narrowed, 
Amendment No. 10 to Maximum Price Reculat‘on No. 
137, effective October 5, 1942, has been issued. 

“This amendment provides specifically that when 
the maximum price for any grade of motor fuel. as de- 
termined under provisions of Maximum Price Recula- 
tion No. 137. permits the retail seller a margin for a 
particular grade of motor fuel which is be'ow that en- 

ved bv the seller during the ma‘or rport‘on of the 
period October 1-15, 1941. such seller’s maximum price 
shall be increased to a level which will permit him the 
same margin that he en‘oved during the maior rortion 
f the period October 1-15, 1941. provided his new 

iximum price does not exceed the price be had in 
effect during the maior portion of the period October 
1-15, 1941, plus any authorized price increases current- 
ly in effect. 

“For instance, a retailer’s price in October was 20c 
per gallon which allowed a 4c margin. In March, due 
to a redvction in the wholesale prices. his price was 
18e which also allowed him a 4c margin. Subsequent 
to the establishment of his 18c March price as_ his 
maximum, the wholesale price is increased lc, result- 
ing in rednucine his margin to 3c. in that he canrot 
increase his 18c maximum price. Under this amend- 
ment, he may increase his price lc so as to provide 
him with a 4c margin since his new maximum, which 
will he 19c, does not exceed the 20c nrice he had in 
the Octoher neriod, plus any authorized increases cur- 
rently effective. 

“Please note that if the retailer’s delivered cost is 
it any future time reduced. he is required to reduce 
his retail price so as to maintain the same margin. 

“Any retailer who adjusts his prices under the pro- 
visions of this amendment is required to file a state- 
ment with the local War Price and Rationing Board, 
setting forth the basis on which the adivstment was 
made. This statement must show the following: 


“(i) the seller’s maximum price as determined by 
Section 1340.91 (a), (b) and/or (c) of Maximum Price 
Regulation No. 137 and his delivered cost at the time 
the adjustment is made. 


“(ii) the exact extent of the margin enioved by him 
ring the major portion of the period October 1-15, 
1941. 


iii) the prices charged by him for the particular 
ide of motor fuel at that retail establishment during 
the major portion of the period October 1-15, 1941. 
“(iv) he delivered cost of the particular grade of 
tor fuel on which the margin enjoyed during the 
‘or portion of the period October 1-15, 1941, was 
ulated. 


‘For the purpose of this amendment, “margin” 

ins the difference between the retail price and 
delivered cost of the motor fuel at the service sta- 
“delivered cost’”” means: 


t 


i) in the case of tank wagon buyers, the net bill- 
price charged to such buyer. 

ii) in the case of tank car or transport truck buyers 
buy on a delivered basis, 


a) the net laid-down cost at the point of buyer's 
tral storage, and 


b) the actual cost of transportation from the 
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buyer's point of central storage to the buyer’s retail 
establishment. 


“(iii) in the case of tank car or transport truck buy- 
er’s who buy f. o. b. a shipping point, 


“(a) the net f. o. b. shipping point price, 


“(b) the actual cost of transportation to the point 
of buyer’s central storage, and 


“(c) the actual cost of transportation from the point 
of buver’s central storage to the buyer's retail estab- 
lishment. 


“In order that all retailers will be advised of the 
provis‘ons of this amendment. we are requesting your 
co-operation by reproducing this letter and sending it 
to your field people. as well as to your jobbers, distri- 
butors and bulk plant agents, so they in turn may 
advise the service station operators to whom they 
make deliveries. 


Very truly yours, 

(Signed) George W. Doffing 
Price Executive 

Petroleum Branch” 


Complete Text of Amendment 10 


WASHINGTON—Following is text of the 
amendment (No. 10) to Maximum Price Regu- 
lation No. 137 which permits gasoline retailers 
to increase their prices to a level allowing a 
margin equal to the margin enjoved in the 
Oct. 1-15 1941, period providing the new re- 
tail price does not exceed the price received 
by the seller during the greatest number of days 
in the Oct. 1-15 period plus any increases 
authorized by OPA: 


Part 1340—Fuel 


(Amendment 10 to Maximum Price Regulation No. 137) 
PETROLEUM PRODUCTS SOLD AT RETAIL 
A statement of the considerations involved in the 
issuance of this amendment has been issued simultane- 
ously herewith and has been filed with the Division 
of the Federal Register. 


Section 1340.86(c); §1340.90/a) 15 and 16; 
§ 1340.9l(e) are added and § 1340.86(a) and (b) are 


amended to read as set forth below: 


§ 1340.86 Statement and posting of maximum prices 
of motor fuels sold at retail establishments. (a) Every 
person selling petroleum products at service stations 
subject to this Maximum Price Regulation No. 137 
shall post the maximum price chargeable to purchasers 
of the class to whom he made the bulk of his sales 
for each grade of petroleum products in a manner 
plainly visible to and understandable by, each pur- 
chaser. Such postings shall be marked “maximum 
prices’, “ceiling prices’’ or “our ceiling’, beneath 
which shall be marked each grade of the petroleum 
product offered for sale and opposite each grade shall 
be stated the maximum price for that grade. Notwith- 
standing anything to the contrary contained in the 
General Maximum Price Regulation or in § 1340.86(c) 
of Maximum Price Regulation No. 137 every person 
whose maximum prices are increased pursuant to au- 
thorization by the Office of Price Administration shall 
indicate separately either for 60 days after such au- 
thorization or for so long as the increase remains ef- 
fective, whichever period is shorter, the amount by 
which the maximum prices were increased, and the 
fact that such increase was authorized by the Office 
of Price Administration. In making this representa- 
tion such person shall use the following language: 
“Amount of Increase—cents per gallon—Approved by 
the Office of Price Administration” or any other state- 
ment supplying the same information. 


(b) On or before July 1, 1942, every person subject 
to this Maximum Price Regulation No. 137 shall file 


with the appropriate War Price and Rationing Board 
of the Office of Price Administration a statement show- 
ing his maximum price for each grade of motor fuel 
together with an appropriate description of its speci- 
fications. Such statement shall be kept up to date by 
such person by filing on the tenth day of every succeed- 
ing month a statement of his maximum price for each 
grade of motor fuel newly offered for sale by him at 
a service station during the previous month together 
with an appropriate description of its specifications. 


(c) (1) Any) seller who takes advantage of 
§ 1340.9l(e) and after October 4, 1942, increases the 
price charged for a particular grade of motor fuel 
above the level that he would otherwise be permitted 
to charve shall file with the appropriate War Price and 
Rationing Board of the Office of Price Administration 
within five davs after making such adjustment, an 
affidavit setting forth the following with respect to such 
grade: 


(i) the sellers’ maximum price as determined by 
§ 1340.91(a), (b) and/or (c) and his delivered cost at 
the time the adjustment is made; 


(ii) the exact extent of the margin enioved by him 
during the major portion of the period October 1-15, 
1941; 


(iii) the prices charged by him for the particular 
erade of motor fuel at that retail establishment during 
the major portion of the period October 1-15, 1941; 


(iv) the delivered cost of the particular grade of 
motor fvel on which the margin enjoved during the 
ma‘or rortion of the period, October 1-15, 1941, was 
calculated. 


(2) Any sel'er who makes an initial increase after 
October 4, 1942, in the price chareed for a particular 
grade of motor fuel under § 1340.91(e), and reports 
that increase under (1) above. may hereafter have a 
further adjust~rent in price. either by being required to 
lower the price or by raising the price wpon being 
granted permission for an increase. In the case of 
either such adjvstment the se'ler shall file with the ap- 
promriate War Price and Rat‘oning Board of the Office 
of Price Administration, within five davs after such 
adivsteent is reenired or made, an affidavit setting 
forth his delivered cost at the time the adjustment in 
his selling price is made, and his new maximum price. 


§ 1340.90 Definitions. (a) ° *° ® 


(15) “Margin” means the difference between the 
selling price of the particvlar grade of motor fuel at 
the retail establishment and the delivered cost thereof 
to the retail establishment 


(16) “Delivered cost” for the purnese of this amend 
ment shall consist of one of the following: 


(i) In the case of tank wagon buyers, the net price 
charged to such buyer 


(ii) In the case of tank car or transvort truck buyers 
who buy on a delivered bas‘s, (a) the net laid-down cost 
at the point of buver’s control storage. and (b) the 
actval cost of transrortation from the buver'’s point of 


central storage to the buyer's retail establishment. 


(iii) In the case of tank car or transnort truck buyers 
who buy f. o. b. a shipning point. (a) the net f. 0. b. 
shipping roint price. (b) the actual cost of transrorta- 
tion to the point of buyer's central storage, and (c) 
the actual cost of transportation from the point of 
brver’s central storage to the buyer's retail establish- 
ment. 


§ 1340.91 Appendix A: Mavrimum prices for petro- 
leum products sold at retail. ® ° ® 


(e) When the maximum price for any grade of motor 
fuel at a retail establishment as determined by para- 
graphs (a). (b), (c) and (d) permits the seller a margin 
for a particular grade of motor fuel below that en- 
joved by the seller at that particular retail establish- 
ment during the maior portion of the period. October 
1-15. 1941, such seller's maximum price shall be in- 
creased to a level which will permit him a margin equal 
to that enjoyed during the major portion of the above 
period. In no event, however, shall the seller exceed 
the price received by him for such grade of motor fuel 
during the major portion of the period October 1-15, 
1941. plus any increases in such price authorized by 
the Price Administrator under this Maximum Price 
Regulation No. 137 prior to October 5, 1942. The 
maximum price of a seller for a particular grade of 
motor fuel at the particular retail establishment shall 
be automatically adjustable as the seller's margin 
changes. For the purposes of this provision, the margin 
is deemed to change not at the time the delivered 
cost changes but only after the seller has sold an 
amount equal to that volume on hand at the time the 
change in the delivered cost occurs. 


§ 1340.93a Effective dates of amendments. © ° ° 


(j) Amendment No. 10 (§ 1340.86 (a), (b) and (c); 
§$ 1340.90(a); and § 1340.91 (e) to Maximum Price 
Regulation No. 137 shall become effective 5th day of 
October 1942. 


(Pub. Law 421, 77th Cong.) 
Issued this 2d day of October 1942. 


Leon Henderson, 


Administrator. 
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Full Text of OPC’s Pooling Directive 


WASHINGTON—OPC’s Petroleum Directive 


No. 59 calls for pooling supplies of motor 


fuel, kerosine, distillate fuel oil and residual fuel oil in District 1 and directs common use of 
facilities in Districts 1, 2 and 3 for providing concentration of petroleum at points which will 


allow maximum efficient use of transportation. 


Title 32—National Defense 


Chapter XIII—Office of Petroleum 
Coordinator for War 


[Petroleum Directive No. 59] 
Part 1510—SUPPLY 


To all Persons engaged in the Petroleum Industry 
in Districts One, Two, and Three, and to all Petro- 
leum Industry Committees hereinafter referred to: 


The critical shortage of transportation facilities avail- 
able for the movement of petroleum to the Eastern 
Seaboard area has caused the supplies of petroleum 
and petroleum products in that area to fall below a 
normal and safe level. In order to alleviate this short- 
age and to increase supplies of petroleum needed for 
military and essential industrial and civilian require- 
ments, it is imperative that all steps be taken which 
will result in the most efficient utilization and opera- 
tion of available transportation facilities and in the 
efficient and equitable distribution of petroleum sup- 
plies in the eastern area. 

NOW, THEREFORE, in order to bring about that 
action required by the President's letter of May 28, 
1941, defining the objectives and duties of the Pe- 
troleum Coordinator for War, I do hereby direct that: 

§ 1510.27 Definitions. (a) ‘“Prineipal Petroleum 
Product” means any motor fuel (other than war prod- 
ucts as may now or hereafter be specified by the Di- 
rector of Refining), kerosene (including range oil and 
stove oil), distillate fuel oil (including gas oils), or 
residual fuel oil. 

(b) “Primary Supplier’ means any person who, at 
the date hereof and during the calendar year 1941, 


Complete text follows: 





produced or manufactured any Principal Petroleum 
Product or Products in District One or imported from 
any point outside District One any petroleum or Prin- 
cipal Petroleum Products into District one (including 
C.1.F. buyers). In the event a Person is engaged in 
business, part of which is included in the definition 
of a “Secondary Supplier’, then he shall be consid- 
ered as a Primary Supplier only as to that portion of 
his business coming within this definition, and he shall 
be considered a Secondary Supplier as to that por- 
tion of his business coming within such definition. 

(c) “Secondary Supplier’ means any person who 
regularly received Principal Petroleum Products from 
any Primary Supplier or other Secondary Supplier for 
redelivery to others: Provided, however, that the term 
shall not include a service station, peddler, or other 
retail outlet, or a transporter of petroleum or Principal 
Petroleum Products to the extent that he is engaged 
merely in such transportation for others. 


d) ‘Person means any individual, partnership, 
association, business trust, corporation, governmental 
corporations or agencies, or any organized group of 


persons, whether incorporated or not.* 


°§§ 1510.27 to 1510.35, inclusive, issued under 
the authority contained in the President’s letter of 
May 28, 1941, to the Secretary of the Interior (6 F.R 
2760). 

§ 1510.28 Petroleum Supply Program, The Director 
of Petroleum Supply, Office of Petroleum Coordinator 
for War, shall prepare and forward to the General 
Committees of Districts One, Two, and Three, state- 
ments showing the petroleum supply forecasts for 
Districts One, Two, and Three, the quantities of crude 
petroleum required for refining within each District 
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and for movement between Districts, the quantiti: 
of the Principal Petroleum Products to be manufa 
tured within each District, and the specific inte: 
district movements. The appropriate committee 
subcommittee in Districts Two and Three, as desig 
nated by the General Committees for Districts Tw 
and Three, shall prepare and submit in quadruplicat 
to the said Director, on or before the 20th day « 
each calendar month, a suggested monthly schedul 
for the succeeding month showing the points o 
origin of the supplies available for shipment fron 
Districts Two and Three which will permit maximun 
efficient use of transportation facilities. These sched 
ules shall give the name of the suppliers, the quan 
tity available at each point of origin, a general de 
scription of the quality, including, in case of heay 
fuel oil, sulphur content, of the products availabl 
for shipment, and such other information as ma 
from time to time be specified by the Director ot 
Petroleum Supply. Such committees or subcommitte¢ 
shall, subject to the direction of the Director of Ps 
troleum Supply of the Office of Petroleum Coordina 
tor for War or such District Director as he may desig 
nate, arrange for purchases, sales, exchanges, or loans 
of the Principal Petroleum Products and for the com 
mon use of facilities among those engaged in the ps 
troleum industry in the area over which such con 
mittee has jurisdiction so as to provide, so far 
possible, for the concentration of supplies of Prin 
cipal Petroleum Products at points which will permit 
the maximum efficient use of available transportation 
facilities. The Director of Refining, Office of Petro 
leum Coordinator for War, shall furnish to the Di 
rector of Petroleum Supply, on or before the 20th 
day of each month, a suggested monthly schedule 
for the succeeding month assigning among the sev 
eral refineries in District One the crude petroleum to 
be shipped into District One and showing the monthly 
quantity and the quality of the Principal Petroleun 
Products to be manufactured at each refinery in Dis 
trict One during such month. On or before the 20th 
day of each calendar month, copies of all suggested 
schedules provided for in this section, effective for 
the following calendar month, shall be forwarded to 
the appropriate committees or subcommittees and_ t 
the Persons named therein.® 


§ 1510.29 Supply and Distribution Program for Dis- 


trict One. The Subcommittee of Supplies and Dis 
tribution for District One, subject to the supervision 
of the General Committee for District One, shall pre 
pare and submit in quadruplicate to the Director of 
Petroleum Supply: 


a) A suggested schedule showing the sales position 
of each Primary Supplier in each of the six zones de 
scribed in Exhibit “A’’ hereof and for all of District 
One for each of the Principal Petroleum Products 
The determination shall be based on sales made dur 
ing the calendar year 1941, and shall be expressed 
as a percentage of the total sales of each of such 
products made by all Primary Suppliers in the same 
areas and for the same period. In order to avoid du 
plication in the determination of the sales position of 
any Person, sales and deliveries made by one Primary 
Supplier to another Primary Supplier shall be included 
as sales of the receiving Supplier and deducted from 
the sales made by the delivering Supplier. In orde: 
to reflect true zone sales positions in the preparation 
of such schedules, adjustments shall be made for sales 
made in one zone for shipment to another zone and 
for any discontinuance of business, in whole or it 
part, in any zone since January 1, 1942. Upon the 
issuance of any such schedule in accordance with 
Section 1510.34, copies thereof shall be forwarded 
to each Primary Supplier in District One and to the 
General and Transportation Committees for District 
One 


b) A suggested schedule of terminal and_ storagé 
facilities, which are so equipped as to receive an 
Principal Petroleum Product or Products in the most 
efficient manner and so located as to permit an ef 
ficient use of transportation equipment and to permit 
their use for redistribution either directly to customers 
or to bulk plants. With respect to each such terminal 
or storage facility, such schedules shall show the lo 
cation, name of railroad on which located, storag« 
capacity for each Principal Petroleum Product, the 
daily loading and unloading capacity for each method 
of transportation, the area to be served thereby, an 
the Primary Suppliers operating in such area. Upo 
issuance of such schedules in accordance with Se: 
tion 1510.34, the terminals and storage facilities spe 
cified therein shall be used for Principal Petroleun 
Products imported into the area served by such tet 
minal or storage facility in accordance with issue 
schedules. Each Person using such facilities may dis 
tribute directly therefrom to his customers or ma 
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move the products directly to his own bulk plant, un- 
less the Director of Transportation of the Office of 
Petroleum Coordinator for War or such District Di- 
rector as he may designate finds that such action 
interferes with the operation of the terminal or stor- 
age facilities or will result in an inefficient use of 
transportation equipment available for importing pe- 
troleum products into District One. For the purpose 
of this Directive, refineries receiving crude oil shall 
be deemed Principal Petroleum Products terminals 
with respect to the Principal Petroleum Products pro- 
duced at such refineries. 


(c) Suggested monthly schedules showing the sources 
of the Principal Petroleum Products as designated 
pursuant to Section 1510.28, for shipment to each 
terminal or storage facility in each zone, selected 
under Section 1510.29(b) and assigning to Primary 
Suppliers of each zone the duty of importing such 
products from such sources to such terminals or stor- 
age facilities. The amounts so assigned to any Pri- 
mary Supplier for importation into District One shall 
so far as is practicable, be approximately equivalent 
to the sales position of such Primary Supplier as de- 
termined pursuant to Section 1510.29(a) hereof. Prin 
cipal Petroleum Products to be produced from crude 
oil imported into District One shall be deemed, for 
the purposes of this Directive, to be products im- 
ported into District One by the importer of such 
crude oil. These schedules shall be so prepared as 
to cause the accumulation and through routing of 
trainload lots (unless an exception is granted by the 
Director of Transportation, Office of Petroleum Co- 
ordinator for War, or such District Director or Di 
rectors as he may designate), the efficient use of trans- 
portation facilities, and the importation into each 
zone of District One of the amounts of Principal Pe 
troleum Products determined by the Director of Pe- 
troleum Supply of the Office of Petroleum Coordina 
tor for War to be required to meet the requirements 
of each zone for such month. In determining such 
requirements the said Director shall give due cons 
eration to current requirements of consumers in the 
zone as restricted by any applicable rationing or limi- 
tation order and to deliveries required to build wv 
stocks to meet future seasonal requirements or t 
build up stocks at those points supplied by transpor- 
tation which may be affected by weather conditio: 
or other transportation difficulties. In specifying des- 
tinations and making assignments hereunder, arrange- 
ments shall be made so as to avoid, so far as prac- 
ticable, (1) shipment by tank car of any Principal Pe 
troleum Product into refining areas or into areas 
served by pipe line, barge, and tanker terminals ex 
cept where the total Principal Petroleum Products 
available to such area are insufficient to meet the re- 
quirements thereof; and (2) shipments out of such areas 
of any Principal Petroleum Products except to the 
extent that there is an excess of production and re 
ceipts of such Principal Petroleum Products within 
such area over the requirements of such area. Upon 
the issuance of such schedules in accordance with 
Section 1510.34, copies thereof shall be forwarded 
to each Primary Supplier and each such Supplier 
shall thereupon immediately arrange for the placing 
f orders with refiners in Districts Two and Three for 
movement of such products in accordance with such 
schedules and with the terms of this Directive. Notices 
of all orders placed under this section and all other 
orders contemplating the shipment of crude petroleum 
or Princival Petroleum Products into District One 
made by any Person, whether a Primary Supplier or 
not, shall be filed with the Subcommittee of Supplies 
and Distribution and the Transportation Committee in 


District One. The Subcommittee shall thereupon prepare 


% summary of such orders in relation to the ob- 


ligations to be performed hereunder and forward threc« 


copies thereof to the Director in Charge, District One, 


Office of Petroleum Coordinator for War. Copies of 
ill suggested schedules provided for in this section 
hall be forwarded to the appropriate committees and 
subcommittee ind to Persons named therein prior 
to issuance 


Subject to the direction of the District Director of 
Marketing, District One, Office of Petroleum 
nator for War, the Subcommittee shall 


Coordi- 


arrange for 


purchases, sales, exchanges, and loans of the Prin- 


ipal Petroleum Products among the Primary Suppliers 


so as to provide each such Primary Supplier with a 
proportionate part of each of the Principal Petroleum 
Products available for distribution in each zone on 
the basis of the sales position of each such Primary 
Supplier as determined under Section 1510.29(a 
hereof. The terms and conditions of any sale, loan 
exchange to be made pursuant to this section shall 

be negotiated between the individual parties to any 
uch transaction: Provided, however, that no_ pric« 
ed m shall exceed the applicable ceiling 
price established by General Maximum Price Regula 
imended or supplemented, or other order o 

Price Administrator, and, Provided Further, That 
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to closer dimensions 


Shells can be forged to closer dimensions and*more 
efficiently when die lubricants contain ‘‘dag” col- 
loidal graphite. 


1. Dies and mandrels last longer. 

2. Automotive lubricators can be used. 

3. Spray nozzles will not clog. 

4. Forgings are produced with a better 
finish and to closer dimensions. 


The interior finish of a shell forged from dies lubri- 
cated with ''dag” colloidal graphite requires little or 
no machining. 


Write for bulletin No. 230 C 


ACHESON COLLOIDS CORPORATION 
PORT HURON [A BSR MICHIGAN 


The graphite in i a | ] “Dag” iso 


“‘dag’’ products is a | registered trode mork 
made in U. S.A. ce of A.C. C 
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HOW DO YOU KILL 


FLAMMABLE LIQUID BLAZES? 


VA 327 7, “. What are flammable liquid fires? 
Wa KLe A. They are fires in oils, gasoline, solvents, 
VDE ‘Ho Ze paints, lacquers, and the like. Authorities 


call these Class “B” blazes and recommend 
— - = extinguishers with a smothering or blanket- 
ooo ing action. 


Q. Will every type of extinguisher work on all 
kinds of flammable liquid fires? 

A. No! Water streams, for example, are usually 
ineffective and extinguishers which employ 
a liquid stream will not handle three-dimen- 
sional blazes. 
















Q. What is a three-dimensional fire? 


A, It is a fire which burns at more than one 
level, as when a container ignites and spills 
a flowing stream of burning liquid over its 
sides. Carbon dioxide extinguishers readily 
handle this type of fire. Work from the 
bottom up. Kill the fire at the lowest level 
first. 





What is a running fire? 


A. It is a flammable liquid blaze which oc- 
curs when a flowing stream becomes 
ignited. You fight this fire by working 
against the flow of the liquid. If a pipe is 
leaking, start at the extreme edge of the 
fire and work back toward the pipe. If a 
container is spilling its burning contents, 
work toward the container. 





Q What is a spill fire? 
A This is simply a fire resulting from liquid 
* spilled on the ground or on the floor. Don’* 
try to kill all of this fire at once, if it covers 
a large area. Start at one point, smother all 
flames there and continue, part by part, 
until the entire fire is out. 
If you are outdoors, keep wind at your 
back. 





\ 
* WOH A 
Q. How about fires in open vessels? A ib/ 





A. Always “bank” stream from foam or vapor- 
izing liquid extinguishers off inside wall of 
container. Don’t squirt directly on burning 
surface. With carbon dioxide units, aim dis- 
charge at nearest portion then work up on 
fire with slow sweeping motion. 


MAKE EXTINGUISHERS LAST LONGER 


Since December 1941 Walter Kidde and Company has had an unusual war job... 
to make products that save fighting men’s lives. These products include high 
pressure containers for aviation use, special type built-in extinguishing systems, 
crash trucks, and various flotation equipment. 

Since we have fewer Kidde extinguishers* to sell, we are trying to make your 
existing fire fighting units more effective. 

If you want reprints of this series of advertisements, just write to 


Walter Kidde and Company, Inc., 1029 West Street, Bloomfield, New Jersey. 


idde | 


*formerly known as “LUX” extinguishers 
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if the individual parties to any such transaction re- 
quired by this Directive are unable to agree upon a 
fair and reasonable cost or other terms and conditions 
for furnishing any of the petroleum or Principal Pe- 
troleum Products required to be sold, exchanged, or 
loaned by this Directive, any such dispute shall be 
referred to the Director of Petroleum Supply, Office 
of Petroleum Coordinator for War, for such action 
as he may direct.® 


§ 1510.30 Use of Transportation Facilities. (a) The 
Transportation Committee for District One shall pre- 
pare a weekly statement showing, for the preceding 
calendar week, the type of transportation facilities 
used, the names of the Persons using such facilities, 
the volume and kind of crude oil or petroleum prod- 
uct delivered into each zone of District One by each 
Person, and such other information as may be per- 
tinent. Copies of such statement shall be filed in 
quadruplicate with the Director of Transportation, 
Office of Petroleum Coordinator for War, or such 
District Director or Directors as he may designate. 
The type of information to be contained in such weekly 
statement may be varied from time to time at the 
request of such Director. The Director of Transpor- 
tation, Office of Petroleum Coordinator for War, or 
such District Director or Directors as he may desig- 
nate shall, from time to time, direct that such adjust- 
ments be made among the Primary Suppliers in Dis- 
trict One of the use of transportation facilities avail- 
able for transporting petroleum or petroleum products 
into District One as, in his opinion, are necessary to 
provide, in the order of statement (i) the moving o 
sufficient sun plies for the maximum production of 
war products with minimum crude runs; (ii) the mov- 
ing of the additional crude petroleum and Principal 
Petroleum Products assigned to each Primary Supplier 
in accordance with issued schedules described in Sec 
tion 1510.29(c); (iii) the most efficient use of such 
equipment. In making such adjustments consideration 
shall first be given to the quantity of crude petroleum 
and Princinal Petroleum Products to be received dur 
ing the subsecuent calendar month by each Primary 
Supplier by tanker, pipe line, barge, or any form of 
transportation other than tank car, and, so far as pos- 
sible, any Primary Supplier’s deficit of carrying ca- 
pacity shall be made un by the assignment of tank cars 


(b) The Transportation Committee shall review cur- 
rently the use of all transportation and terminal fa- 
cilities available to District One to determine whether 
maximum efficient use (including the return of empty 
tank cars in trainload lots) is being attained and in 
that connection to make recommendations to the Di- 
rector of Transportation, Office of Petroleum Co- 


ordinator for War, for any necessary action. 


(c The Director of Transportation, Office of Pe- 
troleum Coordinator for War, may, from time to 
time, where he finds such action is necessary in the 
public interests, arrange for the specific use of any 
transportation facility without regard to the provi- 
sions of any schedule issued in accordance with Sec- 
tion 1510.34 hereot.? 


§ 1510.31 Minimum Specifications. The Director of 
Refining of the Office of Petroleum Coordinator for 
War shall establish, from time to time, minimum spe- 


{ 


cifications for each of the Principal Petroleum Prod- 
ucts. All Principal Petroleum Products imported into 
or produced in District One shall meet these specifi- 
cations and any Person in District One shall accept 
products conforming to such minimum specifications 
for all deliveries required under this Directive. There 
shall be no discrimination as to quality of products 
between Primary Suppliers using any single terminal 
or storage facility.® 

§ 1510.32 Surveys and Investigations. The several 
committees and subcommittees designated in Sections 
1510.28 to 1510.30, inclusive, shall make such sur- 
veys and investigations and shall obtain and analyze 
such facts, figures, and other data as may be _ neces- 
sary or appropriate in connection with the perform- 
ance of the functions and duties with which such 
committees and subcommittees are charged: Provided, 
That wherever available, such facts, figures, and 
other data shall be obtained from other appropriate 
committees or subcommittees rather than by new 
surveys or investigations.® 


§ 1510.33 Administration. In carrying out the duties, 
responsibilities, and functions under this Directive, 
the committees and subcommittees mentioned and Per- 
sons directly affected shall hold meetings and shall 
consult with other committees and subcommittees to 
the extent that proposals or activities hereunder may 
affect such other committees and subcommittees and 
to this end all such Persons, committees, and sub- 
committees shall supply the committees or subcom- 
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mittees charged with the responsibility of carrying 
any part of this Directive into effect with such infor- 
mation, material, and assistance as may be necessary 
and desirable to accomplish the purposes and intent 
of this Directive. Such committees and subcommittees 
shall maintain such staff and appoint such Persons 
as may be necessary to carry out their responsibilities, 
duties, and functions under this Directive. Operating 
expenses of such committees and subcommittees shall 
be met as provided in Section 1500.7(j) of this 
chapter.*® 


§ 1510.34 Effectuation of Schedules. All suggested 
schedules required to be submitted hereunder shall, 
after such modification or revision as the Director to 
whom submitted shall determine to be necessary to 
accomplish the objectives of this Directive, be trans- 
mitted to the Chief Counsel of the Office of Petroleum 
Coordinator for War. No schedule provided for by 
Sections 1510.28 to 1510.30, inclusive, shall become 
effective until it has been approved by the Chief 
Counsel of the Office of Petroleum Coordinator for 
War and issued by the Petroleum Coordinator for War 
or the Deputy Petroleum Coordinator. Upon the ap- 
proval of any such schedule by the Chief Counsel and 
the issuance of such schedule by the Petroleum Co- 
ordinator for War or the Deputy Petroleum Coordina- 
tor, all committees, subcommittees, and Persons, na- 
tural or artificial, who may be affected by such sched- 
ule, shall carry into effect such schedule according 
to its terms, conditions, and intent. Should any Per- 
son refuse to comply with the provisions of this Di- 
rective or of any issued schedule, this fact shall be 
immediately reported by the appropriate committee to 
the Director in Charge of the District Office of the 
Office of Petroleum Coordinator for War in whose 
District the refusal or failure to comply occurred.® 


§ 1510.35 Appeals. Any Person, natural or artificial, 
affected by this Directive or by any schedule provided 
for hereunder, who considers that compliance there- 
with would work an exceptional and unreasonable 
hardship upon him, may appeal to the District Di- 
rector in Charge of the District Office of Petroleum 
Coordinator for War for the District in which the 
action complained of would be performed, setting 
forth the pertinent facts and the reasons why he con- 
siders himself entitled to relief, who shall act promptly 
upon such appeal and render a decision thereon within 
a period of 15 days. If dissatisfied with the decision 
of the District Director in Charge, such Person may 
appeal within 15 days after receipt of notice of the 
District Director’s decision to the Deputy Petroleum 
Coordinator for War or such representative as he may 


designate.® 


(Sgd) Harold L. Ickes, 
Petroleum Coordinator for War. 


September 25, 1942 


EXHIBIT “A” 


The six zones of District One areas follows: 

Zone 1: The States of Maine, Vermont, New Hamp- 
shire, Massachusetts, Connecticut, and Rhode Island. 

Zone 2: The entire eastem part of the State of 
New York up to and including the Counties of Cayuga, 
Tompkins, and Chemung; the entire eastern part of 
the State of Pennsylvania up to and including the 
Counties of Bradford, Sullivan, Columbia, Montour, 
Northumberland, Dauphin, and York; and the States 
of New Jersey and Delaware. 

Zone 3: The States of Maryland and Virginia and 
the District of Columbia 

Zone 4: The States of North Carolina and South 
Carolina 


Zone 5: The States of Georgia and Florida. 
Zone 6: That part of the States of New York and 


Pennsylvania not included in Zone 2, and the State 
of West Virginia. 


Certificate No. 16 


To the Attorney General: 

Pursuant to the provisions of Section 12 of Public 
Law No. 603, approved June 11, 1942, I submit Pe- 
troleum Directive No. 59 of the Petroleum Coordina- 
tor for War. 

I hereby approve said Directive for the purposes 
of Section 12 of Public Law No. 603, approved 
June 11, 1942, and after consultation with you, I 
hereby find and so certify to you that the doing of 
any act or thing, or the omission to do any act or 
thing, by any person in compliance with such Direc- 
tive, is requisite to the prosecution of the war. 


Donald M. Nelson, 
Chairman, War Production Board 
September 28, 1942 
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THEY START LIKE A COG OWL of’ Yell / 


Thanks to Cities Service Research 














Pound for pound, Uncle Sam’s new tor- uniform  tempera- ny er tene? et? 
pedo (PT) boats are the deadliest things ture. Today, equip- r OFFICIAL STATION 
afloat. They can streak along at 85 m.p.h. ped with these « 
and turn on a dime. Pulverize a submarine Heaters, the PT . U 
with depth charges. Make clay pigeons boats can take off * * ® 
out of dive bombers. Kick up a smoke almost instantly. - TRUCK 
screen, and tear into the “big boys” And they are tak- : CONSERVATION 
as David tore into Goliath. Or in the ing off—carrying * CORPS 
dead of night, glide silently into enemy the fight to the ; 
waters and let fly with four torpedoes. enemy on all the : 
Ask the Japs at Subic Bay! farflung waterways 

of the world! Many Cities Serv 


ice dealers have 
Chalk up another signed the O.D.T. 
pledge and are 
qualified to render 
protective mainte- 
nance service to 
oped Cisco Solvent America’s vital 
and Trojan Lubri transport fleets. 
cant has scored again-—this time for 
Uncle Sam! 


It took plenty of figuring to put these 
babies together. And one of the toughest 


: smash hit for Cities 
problems was: How to get these 4000 


Service! The same 

horsepower bantams started pronto 
research that devel- 

without the usual long prelim- 
inary warm-up and the loss of many 


gallons of precious fuel. 


Cities Service went to work on the pro- 


blem. And finally, out of ceaseless re- In war, as in peace, the ideal of Cities 
search, came the Immersion Heater—a Service remains the same. Service to 
compact instrument that keeps oil at the Nation. 


Oil 1S AMMUNITION — USE IT WISELY! 


- - * ad 
‘ 
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CITIES SERVICE 





OIL COMPANIES — 
rhon 
NEW YORK — CHICAGO — SHREVEPORT 
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Ray Jacox—low gross 


winner 






A foursome (left to right): Jack Christie, Aaron Silverman 
A. F. Menke and Arthur F. Colbert 


Detroit Oil Men Golf 


Special to NP? 

DETROIT Members of the Detroit Oil Men’s Club 
held their second golf party on Sept. 29 at Knollwood Coun 
try Club. The weather was perfect and both the golfing 


and dinner were enjoved by all 


Ray Jacox won first prize for low gross score; Glenn E 
Keister was second. A. F. Menke was awarded a beautiful 
cake for high gross. Kickers’ prizes went to Alvah Tabor 
Aaron Silverman and R. B. Richardson. Harry Victor, Mr 
Menke, James Pirie, E. R. Swartzenberger, Nathan Kolb and 
Mr. Keister were winners of handsome door prizes. 





Speakers at the dinner reflected the high morale of these 
oil men in spite of future uncertainties confronting the oil 


business 


Shown here on the golf course (left to right): I. B. Dworman, C. R. Dudley, Oliver 
McDaniel, Ed Adams, Lon C. Ware, Jim Pirie and R. B. Richardson 
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Pictured at Detroit Oil Men’s golf party are (left to right): Ray Jacox, Elmer E. 
Ledbetter, E. R. Swartzenberger, Abner Davis, Wray B. Bailey, Luther S. Hyde Glenn E. Keister—won second low gross 
and Alvah Tabor 
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National Petroleum News 
Ownership Statement 


Statement of the ownership, management, circula- 
tion, etc., required by the Act of Congress of August 
24, 1912, and March 3, 1933, of National Petroleum 
News, published weekly at Cleveland, Ohio, for Oc- 
tober 1, 1942 State of Ohio, County of Cuyahoga. 

Before me, a notary public in and for the State and 
County aforesaid, personally appeared A. E. Kraft, 
who, having been duly sworn according to law, de- 
poses and says that she is the business manager of 
the National Petroleum News and that the following 
is, to the best of her knowledge and belief, a true 
statement of the ownership, management, etc., of the 
aforesaid publication for the date shown in the above 
caption required by the Act of August 24, 1912, as 
amended by the Act of March 3, 1933, embodied in 
section 537, Postal Laws and Regulations, printed on 
the reverse of this form, to-wit: 

1. That the names and addresses of the publisher, 
editor, managing editor, and business managers are 
Publisher, The National Petroleum Publishing Com- 
pany, Cleveland, Ohio; editor, Warren C. Platt, Cleve- 
land, Ohio; managing editor, V. B. Guthrie, Cleveland, 
Ohio; and business managers are: A. E. Kraft, Cleve- 
land, Ohio 

2. That the owners are: The National Petroleum 
Publishing Co., Cleveland, Ohio; Warren C. Platt, 
Cleveland, Ohio; Bess H. Platt, Cleveland, Ohio; A. E 
Kraft, Cleveland, Ohio. 

3. That the known bondholders, mortgagees, and 
other security holders owning or holding 1 per cent 
or more of the total amount of bonds, mortgages, other 
securities are None 

4. That the two paragraphs next above, giving 
the names of the owners, stockholders, and security 
holders, if any, contain not only the list of stock 
holders and security holders as they appear upon the 
books of the company, but also, in cases where the 


stockholder or security holders appear upon the books 
of the company as trustees or in any other fiduciary re- 
lation, the names of the person or corporation for 
whom each trustee is acting, is given; also that the 
said two paragraphs contain statements embracing 


affiants’ full knowledge and belief as to the circum- 
stances and conditions under which stockholders and 
security holders who do not appear upon the books 
of the company as trustees, hold stock and securities 
in a capacity other than that of a bona fide owner 
and this affiant has no reason to believe that any 
other person, association, or corporation has any interest 
direct or indirect in the said stock, bonds or other se- 
curities than as so stated by her. 

5. That the average number of copies of each issue 
of this publication sold or distributed, through the 
mails or otherwise to paid subscribers during the six 
months preceding the date shown above is (This in- 
formation is required from daily publications only). 

Signed) A. E. KRAFT, 
Business Manager 

Sworn to and subscribed before me this 23rd day 
of September, 1942. 

Signed) F. S. FRASER, 
Notary Public 
My commission expires March 10, 1944.) 





REPRINTS OF BARUCH REPORT 


Do you want a better and clearer con- 
ception of the vitally important rubber 
shortage? If so you will want to read 
the actual word-for-word text of the 

famed Baruch Rubber Report. 

NPN has a limited quantity of reprints 
(from the issue of Sept. 16) which give 
you the Baruch Report verbatim. Only 
15c each. Write for quantity prices. 

Send cash with order to NATIONAL 
PETROLEUM NEWS, 1213 West Third 

Street, Cleveland, Ohio. 
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stands for 
Protection 


@ Founded in 1921 as The Oil Conservation Engineering Co., an 
associated concern—and combined in 1934 as an integral division of 
The Johnston & Jennings Co.,—Oceco has stood for engineered pro- 


tection for volatile liquid storage tanks, for more than 20 years. 


Oceco Engineers pioneered in developing the “bank” type flame 
arrestor and built the first unit that combined absolute flame stopping 
ability with adequate venting capacity,—And—a complete line of 
vent units, flame arrestors, manheads, gauge hatches, sheave brackets, 
etc., engineered to Oceco’s exacting standards, meet fully the require- 


ments of actual rather than mere theoretical operating conditions. 


Oceco fittings maintain their gas-tightness, fire-safe and corrosion- 
resistant qualities indefinitely—usually outlast the tank—and require a 
minimum of maintenance and repair. A group of recently completed 
new catalogs describing Oceco fittings in detail will be sent on request 


—Send for copies today! 


'CECO 


Division of 


THE JOHNSTON & JENNINGS COMPANY 
883 Addison Road Cleveland, Ohio’ 


Engineering and Sales Representatives in the Principal Cities 





FIRE PREVENTION AND VAPOR CONSERVATION EQUIPMENT 
FOR VOLATILE LIQUID STORAGE TANKS 














What’s your policy on bulk liquids? 
COMING 


MEETINGS 





When you store bulk liquids at 








General American Terminals, 


your insurance policy is based OCTOBER 
American Society of Mechanical Engineers, Fall Meet- 


on minimum fees —for these ioe Macher, 1, ¥.. Men-Sed.. Chet. 10-24. 












- : Oil Burner Institute, Semi-Annual Meeting, New York, 
ultra-modern storage plants af- 'N. ¥., Tues., Oct. 13. 
‘ P Indiana Independent Petroleum Assn., Hotel Severin, 
ford maximum safety. But this Indianapolis, Ind., Wed.-Thurs., Oct. 14-15. 
American Institute of Mining & Metallurgical En- 
is > y > ‘ . gineers, Petroleum Division, Hotel Ambassador, Los 
aS only one of many economies: Angeles, Calif., Thurs.-Fri., Oct. 15-16. 

: . N rics sasoline Tax Conference, s 
you also cut costs on shipping ey oe hg oy Redes 
. ° National Stripper Well Assn., Annual Meeting, 
charges, evaporation losses, Wichita, Kans., Mon., Oct. 19. 

. . Independent Petroleum Assn. of America, 13th An- 
contamination. Users report nual Meeting, Lassen Hotel, Wichita, Kans., Mon.- 
Wed., Oct. 19-21. 


awd . 7. wase National Tax Conference, Netherlands Plaza Hotel, 

Savings up to 50 /O with General Cincinnati, Ohio. Mon.-Thurs., Oct. 19-22. 

A ae : . ’ Ohio Petroleum Marketers Assn., Annual Convention 
merican Service. It S good and Marketing Exposition, Hotel Deshler-Wallick, 


Columbus, Ohio, Wed.-Thurs., Oct. 20-21. 

Society of Automotive Engineers. Midwest Fuels & 
Lubricants Regional Meeting, Tulsa, Okla., Thurs.- 
Fri., Oct. 22-23. 

National Lubricating Grease Institute, 10th Annual 
Meeting, New Orleans, La., Mon.-Wed., Oct. 26-28. 

National Assn. of Credit Men, Petroleum Div., Coro- 
nado Hotel, St. Louis, Mo., Mon.-Wed., Oct. 26-28. 

3lst National Safety Congress avd Expos‘t’on. Sher- 
man Hotel, Chicago, IIl., Tues.-Thurs., Oct. 27-29. 

Oil Trades Assn. of New York, Annual Banquet, Wal- 
dorf-Astoria Hotel, New York, N. Y., Wed. Oct. 28. 

American Institute of Mining & Metallurgical En- 
gineers, Petroleum Division, Austin, Tex., Thurs.- 
Sat., Oct. 29-31. 

Western Petroleum Refiners Assn., Washington-Youree 
Hotel, Shreveport, La., Fri., Oct. 30. 


policy to get the facts, now! 





NOVEMBER 





American Assn. of Petroleum Geologists, Los Angeles, 
Calif., Thurs.-Fri., Nov. 5-6. 

California Natural Gasoline Assn., Los Angeles, Calif., 
Fri., Nov. 6. 

American Petroleum Institute, 23rd Annual Meeting, 
Palmer House, Chicago, Ill., Mon.-Fri., Nov. 9-13. 

American Institute of Chemical Engineers, 35th An- 
nual Meeting, Netherlands Plaza, Cincinnati, O., 
Mon.-Wed., Nov. 16-18. 

American Chemical Society, National Chemical Expo- 
sition and National Industrial Chemical Conference, 


ONLY GENERAL AMERICAN GIVES ALL THESE ADVANTAGES: = 22" {et “uss Oe 


American Society of Mechanical Engineers, Annual 
Meeting, New York, N. Y., Mon.-Fri., Nov. 30-Dec. 











al , 1. 
l = LIABLE Cl age = ching Our ae 15th National Exposition of Power and Mechanical 
rouse receipts are highest type of collatera Engineering, Madison Square Garden, New York, N 


everywhere. 2 id 
KEEP "EM ROLLING! - MODERN PROTECTION. Latest safety ap- ee ee ee 


pliances; lowest insurance rates; minimum 


Sesiake coro—nasticaiest as evaporation losses. DECEMBER 
8 P y 3. INDEPENDENT OWNERSHIP, Strictest pri- 
cars—are vital to Victory They vacy. We do not buy, sell or refine any oils. New Mexico Oil & Gas Assn., Artesia Hotel, Artesia, 
4. NOWHARFAGE. There is no wharfage charge N. M., Wed., Dec. 2. 
must be loaded, unloaded kept at our Own private docks. New Jersey Oil Trade Assn., Annual Banquet & Elec- 
' ; 5. SPEED WITH SAFETY. Day and night crews, tion of Officers, Robert Treat Hotel, Newark, N. J.. 
moving with all possible speed. coespieee facilities, eliminate all shipping de- Thurs., Dec. 3. 
ays. 
. 1 6. LARGE TANK C. "LEET. Now w ing , 
Delays may cost lives! > 7E TANK CAR FLEET. Now working JANUARY, 1943 


night and day, delivering essentials of war. 
7. NO CONTAMINATION. _ Separate pumps, 
l nes, storage zones for dissimilar commodities. 








North Carolina Oil Jobbers Assn., Hotel Carolina, 
Raleigh, N. C., Wed., Jan. 20. 





FEBRUARY 


American Institute of Mining & Metallurgical En- 
gineers, Annual Meeting, New York, N. Y., Mon.- 
Thurs., Feb. 15-18. 

Iowa Independent Oil Jobbers’ Assn., Hotel Fort Des 
Moines, Des Moines, Ia., Wed.-Fri., Feb. 24-26. 


GENERAL AMERICAN APRIL 
TANK STORAGE TERMINALS “Gastcen Distsict, Wen Penn Hotel Patches Ber 
GOODHOPE and WESTWEGO, LA. (Port of New Orleans) April 8-9. 


CARTERET, NEW JERSEY (Port of New York) 
CORPUS CHRISTI, TEXAS GALENA PARK, TEXAS (Port of Houston) 
Petroleum Industry Electrical Assn., Houston, Tex, 


A DIVISION OF GENERAL AMERICAN TRANSPORTATION CORP. Wed.-Thurs., May 5-6 





MAY 
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~ 2 STATIS TICS 


Refinery Prices Forecasts for September 1942 


Monthly prices in graphs are averages of daily high and low prices shown in Platt’s Oilgram Bureau of Mines Summary 








Weekly prices are averages of high and low prices shown in Monday Oilgram, and in NPN ( Barrels) 
Forecast Actual 
Sept. 1942 Sept. 1941 
Demand for Motor Fuel®: 
Jomestic demand 58.995,.000 
| Te et ese TTT, rr esa 
et- 4 . — ° : 
rk, : Supply of Motor Fuel: 
SUNSGP sag8000R eS 
in, se \ } gasoline production 42,030,000 54,237,000 
. Se Ree Se Natural gasoline used at 
™ ae? ye ‘oge A | | a eeaneee Regees ube refineries 4,270,000 4,751,000 
8 Total refinery production 46 300.000 58.988.000 
y, : Other natural gasoline 1,500,000 1.917.000 
on Imports 232,000 
SSH PNNSORA Decrease in finished stocks 8.600.000 333,000 
ig, ‘ : = 
. : Available supply 51,400,000 61,470,000 
n.- Crude-Oil Requirements: 
tel, Percent vield of gasoline 
from. crude 88.70 44.65 
inn Refinery crude required 108 600 000) 121.481.0000 
ole Daily average 3.620.000 4.049.400 


Pomestic crude runs 108 000.000 116.994.0000 


aes se : a Exports } i. { 2.900.000 

& : 6 nee LUBES aT Fuel and losses i] 6.600.000 ) 3.873.000 

rs.- ad z5 ab 3 7 —— = . —— 
G SpE é + _ Total demand for domestic 

ial Bi : STO crude 114.600.000 12 17.000 








3.76 
28. be : gean 1am Dailv averace 8,820,000 4.125 600 
wO- : Decrease in domestic stocks 4.321.000 
28 ‘ Actual production 119 446.000 
. Daily average 3,981,500 
1er- 
*The term “Motor Fuel” as used in this report in- 
Val- cludes gasoline and naphtha, used for all purposes, 
28 hut does prot include heavier distillates used in the 
En- operation of tractors or burned in Diesel engines. 
irs.- 
iree 


ood S45 Gasoline Consumption by States 


; (American Petroleum Institute figures in thousands 
of gallons) 
eles, pieces 
: ; PE i 7 Months Ending With % of 
ilif., : : ‘: July, 1942) July, 1941 Change 
ting, Ss i ie HHH Arivona 72.690 + 1.80 


Alabama 183.505 179.789 + 2.05 

71.407 
3. : Arkansas 120.658 121.052 0.33 
An- : California 1,387 646 1.243.511 +11.59 
O. SS : Colorado? 88 833 99.157 —10.41 
: = 3 = Connecticut 209 301 235 829 —11.25 
3 : rh ie : Delaware 34,8418 38 305 9.03 
— ee : Dist. of Col. 97.455 109 330 10.86 
nce, re : Florida 265.049 283.053 — 6.36 
Nov. v oo Ceorgia 221 306 254565 —13.07 
- ; Idaho 57.207 63.432 9.81 

5.122 

8 +} 8 











» 

57 3 8 - 
nual Illinois 834.673 935,12 —10.74 
Dec. Indiana 437.669 467 158 6.31 
Iowa 828 552 352.692 — 6.85 
nical Kansas 291 816 321688 — 9.29 
. Kentucky 165 721 186 464 —11.13 
. Louisiana 159,815 184,167 —13.22 
Mame 80 565 91010 —14.30 
: ee Marvland 188.968 203 756 — 7.26 
5 Massachusetts 875.052 455387 —17.64 
Michigant 494 567 530 081 — 670 
Minnesota 315.868 338.444 — 6.67 
tesla, . Mississippi 145.0921 142.279 + 1.98 
& Missouri 385 920 441677 —12.82 
Elec- 4 seen Montana 70.297 84688 —1699 
as q ' pen Nebraska 131,700 144,021 — 8.56 
ia Nevada 28.449 26768 + 6.28 
oa New Hampshire 41.917 55.545 —19.14 
i New  lersey 512 57! 575 144 —10.88 
New Mexico 55.717 61.378 — 9.22 
wh New York 969 906 1.161.767 —16.52 
— S North Carolina 265.119 304.167 —12.84 
* rs} North Dakota 90 466 91.289 — 0.90 
bed Ohio 869 818 924657 — 5.93 
Oklahoma 249918 272.208 — 8.19 
Orecon 161 171 167265 — 3.84 
Pennsylvania 849 753 955,963 —11.11 
Rhode Island 72.123 84,123 —14.27 
En- South Carolina 138.255 155473 —11.08 
Mon.- South Dakota 81 990 88062 — 6.90 
Tennessee 206 289 212654 — 2.99 
~ IE T= ete TTL Bat et 3 tg 
: tah 62 249 is) 7 — an 
, : HEAVY FUEL Vermont 33 242 40 981 —18.89 
ote ca@ Vireinia 249 170 277.082 —10.07 
‘ La "VIA ET i Washington 251 837 212991 + 3.87 
} te West Virginia 120,335 133.753 —10.03 
Wisconsin 331,811 355.791 — 6.74 
ction, : ; Wyoming 35.063 43,233 —18.90 

ia UP OTE UO ER } ae OE - 
Total 13,236 270 14,164549 — 6.55 

‘ Daily Average 62,435 66,814 

a ECee as poe ®June and July figures not available at time of pub- 
lication. Figure shown for first 5 5 i 


Be @ is months and is 
not included in totals. 
Tex, ou PELL bee | fJuly figures not available at time of publication. 
see . ‘ Figure shown is for first 6 months and is not included 
in totals. 
AUG SEPT OCT tMay 1942 consumption figures revised to 24,000,000 
gal. 
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STATIS TICS 


Monthly figures are actual as reported by Bu- 
reau of Mines. Weekly figures are as esti- 
mated by American Petroleum Institute on Bu- 
reau of Mines basis, except crude stocks which 
are as reported by Bureau of Mines 


Refinery Operations 


American Petroleum Institute figures in thousands of barrels of 42 gallons each. Figures include reported tota 






























































plus an estimate of unreported amounts and are therefore on a Bureau of Mines basis.) = 
Per Cent Daily Per Cent 
Daily Potential of Refining Average Crude of Reporting 
Refining Capacity Capacity Reporting Runs to Stills Capacity Operated 
Week Ended Week Ended Week Ended Week Ended 
D'stricts Sept. 26 Sept. 19 Sept.26 Sept.19 Sept.26 Sept.19 Sept. 26 Sept. 19 
Combined} 2,440 2.440 88.2 88.2 1,689 1,591 69.2 65.2 vi 
Appalac hian 176 176 54.8 84.8 160 72 90.9 97.7 
Ind., Ill., Ky 804 804 $3.3 $3.3 746 779 92.8 96.5 i 
Okia., Kans., Mo 416 116 80.1 80.1 352 366 84.6 88.( 
Rocky Mt 147 147 48.0 18.0 102 106 69.4 72.1 ri 
California 817 817 89.9 89.9 753 699 92.2 85.¢ e 
rOTAL U. S B. of M. Basis 4,800 4,800 85.6 85.6 3,802 3,713 79.2 77.4 t 
U. S.—B. of M. Basis Sept. 27, 1941 1.031 
. ° ° ¢ 
Gasoline Production Stocks of s 
at Refineries inc. Finished and Total Stocks Total Stocks 
Natural Blended Unfinished Gasoline Gas Oil & Distillates Residual Fuel Oi 
rr Week Ended Week Ended Week Ended Week Ended ste 
Districts Sept. 26 Sept. 19 Sept. 26 Sept. 19 Sept. 26 Sept. 19 Sept. 26 Sept. 19 ne 
Combined } 4.719 4.627 38,80 38,640 23,336 22.948 18,537 18,731 
Appalachian 72 $82 2.850 2,928 699 678 517 52 a 
Ind., Ill., Ky 2,498 2,596 14,143 14.200 6,330 6,050 3,527 $,522 0 
Okla., Kans., Mo 1,170 1,282 6,558 6,759 1,961 1,884 1,334 1,35 
Rocky Mt 307 322 1.774 1.805 149 164 556 56¢ in 
California 1,788 1,788 16,418 16,461 12,484 12,408 54.472 54.641 ] 
. cle 
Fotal [ S B. of M 
Basis 10.954 11,097 80,550° 80,882°* 45,259 14,442 78,943 9,33 
{ S.-B. of M. Basis int 
Sept. 27, 1941 13,503 80,005 51,629 94,197 Lis 
®*Finished 71,831,000 bbl.; unfinished 8.719.000 bbl pr 
*°Revised upward in combined area by 89.000) bol. due to error by reporting company. Unfinished gas the 
oline stocks are therefore also revised to 8,536,000 bbl. Previously reported figures were: finished 72,346,000 
bbl unfinished 8,447,000 bbl. tat 
tIncludes East Coast, Inland Texas, Texas Gulf, Louisiana Gulf, and North Louisiana-Arkansas districts 
C. 
Crude Oil Stocks N. P.N. Gasoline Index 
Di 
, Dealer Tank C 
Bureau of Mines figures in thousands of barrels T.W Car 7 
Cents Per Gallon 
Grade or Origin Sept. 19 Sept.26 Change Oct. 5 10.47 6.26 ga: 
Pennsylvania Grade 3,213 3.138 75 Month ago 10.47 6.66 qu 
Other Appalachian 1,349 1379 4 30 »=- Year ago 10.04 6.73 
Lima-Michigan 725 1.614 111 ; 
Ilinois-Indiana 10.753 10,354 399 Dealer index is an average of “‘undivided’’ dealer ref 
Arkansas 2,775 2,753 22 prices, ex-tax, in 50 cities. ter 
Kansas 7,181 7.085 96 Tank car index is a weighted average of following sai 
Louisiana 13,147 13,258 111 wholesale markets for regular-grade gasoline, FOB re s 
Northern 4.129 1.334 205 fineries or terminals: Okla., Mid-Western, W. Penna 
Gulf Coast 9,018 8,924 94 Calif., N. Y. Harbor, Philadelphia, Jacksonville, Bos ene 
Mississippi 1,600 1,494 106 ton and Gulf Coast. tor 
New Mexico 5,664 5,763 ' 9 
Oklahoma 44,209 $4,203 6 
Texas 101,995 101,897 9S 
East Texas 24,204 24,510 306 
94°79 > = 4 : 
ee oe —. = Canada Oil, Gas Output 
Gulf Texas 28,476 28,471 5 
Other Texas 24,607 24.460 147 “ - 
See ae 1703 1679 24 (Figures from Department of Trade and Commerce for 
a5 North 7,278 7,274 { LE 
a South 1,521 1,701 180 Natural 
Fe 3 ’ 5 
tenon esl Other 8,105 7,806 299 Petroleum Gas 
AEOB Rocky Mountair 15,203 14,761 142 Barrels M Cu. Ft 
: California 35, 13¢ 34,822 314 June, 1942 856,746 2,361,652 Ly 
Foreign 344 264 SO July, 1942 869,034 2,227,479 Jan 
Julv, 1941 876.845 1.957.03- 
Potal U. S. refinable 244,294 242.785 1,509 7 Months. ending Julv. 1942 6,109,072 25 672. 26 
n 
Heavy in California 10,589 10.398 136 7 Months. ending July, 1941 5.749.814 33,293.13 
l 
oi He SRD2 Sa SRRA RARE oak , ; , 
E “oct BR PS a | Crude Oil Production 
SR merit i Petrols , s g x 
aT ee Dh gts : oe : cf American Petr um Institute figure 
oo. NS Ep ee Helly : eee WEEK ENDED WEEK ENDED 
& Sept. 26 Sept. 19 Sept. 26 Sept. |! u 
SESESE ign s eRe VaSHGneees Barrels Barrels Barrels Barre! 
BERNE SHeauecgce CaNGEE Bie Avnaee Se 
Hf ooee Oklahoma 368,550 376,000 Eastern (IIL. & 
Kansas 296.900 301,000 Ind. « xcluded) 95,450 97,40 
S oc tii Nebraska 3,300 3,300 Michigan 63,000 62.9 Mar 
Texas 1,380,350 1,378,250 Wyoming 94,950 94,65 
Louisiana 330.050 340,300 cacomeee 21.700 21,70 
Arkansas 73.000 73.350 Colorado 6,600 7.00 Nar 
Mississippi 73,400 73,500 N. Mexico 97,900 97,65 
Illinois 262,350 253,400 California 724.800 738,66 
Indiana 16,750 16.750 - Mar 
otal U.S 3,909,050 3,935.75 
NATIONAL PETROLEUM NEW an 
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strict 
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Natural 
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[ Cu. I 


ENDED 


Sept 
Barr 


t 


Average 








Pennsylvania 


NEW YORK, Oct. 3 


ik in Western Penna. the past week, refiners 


Neutral oils continued 


iid for most part, although one said his neu- 
il movement this month was “good.” Inter- 
finery sales of 200 vis. at 27c and of 150 vis. 


© Were reported, but quotations to jobbers 
| 


ympounders were unchanged at 28ce and 


respective lx 
Shipments of other products continued at a 
dv rat with 

fuel oil 


Ss ana 


refiners’ inventories of kero- 


ind gasoline sold out in most 


production being shipped to meet 
fast as put out. Bright stock 


s also continued scarce under heavy 


its as 


miuitme 


d evlinder 


Refiner i lower 


field said he 


stoddard solvent at 7c, 


now Was offer- 
down 0.74c from 
0.25c the 


Iwo other refiners quoted 


quotation and tinder 


US Tange le W 


~~ 
product at (.200 


in the lower field. Quo- 
tions tor ot] 


her products were unchanged 


NEW YORK, Oct. 3 Lower prices for 

iesel oil and guisoline were reported at the 
If the week ending Oct. 3 

Low quotation for 65 oct. A.S.T.M. unleaded 

isoline was down 0.125c¢ to 5.125c, with other 
tations ranging to 5.75« 


ransportation problem was “getting worse”, 


ers reé ported “No trouble to sell) ma 
1” they said; “trouble is to move it.” One 
d he was from one day to 3 weeks behind 


he hadn’t been allotted 
Others also reported delays 
Some Saw in OPC’s Dire« 


sl Ipme nts he Cause 


ars 


tive 59 promis« 


ol 


relief 


for the Gulf’s trans 


portation problems, however. 


if 


Refiner said he was working on “large cargo” 


No. 


Buver 


fu 


had 


_ 


| for shipment to the East Coast 


bec n 


Mid-Western 


CHICAGO, Oct. 3 


tinued 


to 


allocated 


added 


a ship, he 


Orders for fuel oil con- 


pour in during the past week with 


mid-western refiners and marketers here strug- 
gling to keep abreast of the tid 


line 


Almost all refined products, including gaso 


menting that outside 


terial, transporting it continued to be. the 


jor problem 


Inventories 


were 


tations unchanged 


Atlantic Coast 
NEW 
Atlantic 
ing oil the last week in September to fill con 
sumers’ tanks to prescribed levels before the 
Oct. | 


( 


ame 


deadline 
effective 


heavy 1cT ‘ 


the 


lid 


YORK, 


S¢ aboard 


One 


off 


obligatic ms te 


Oct ) 


“raided” suppliers for heat 


when 
“Demand 

supplier said; 
to enable 


were reported tight, with suppliers com 


of securing sufficient ma- 


ma 
reported low: price quo- 
Jobbers along the 


be- 


times 


rationing program 
to 4 
had to take 


fulfill 


> 
was 3 
“we 
to 


jobbers their 


their customers.” 


Demand fell off somewhat on first days of 
October 


tinued 


at 


but 


al 


steady 


cle live ries for 


the most part con 


pace “We're far from 


being caught up on orders” was typical com 


ment of suppliers who said orders had_ piled 


up before they were 


Suppliers 


rhe rally 


abl 


to make deliveries 


felt consumers’ storage was 





in “pretty good shape,” however, as a result of 


jobbers’ activity the last weeks of September 


LOS ANGELES, Oct 


ous products appear to have stabilized in Calli- 


2— Prices of the vari 


fornia. Extreme low on gasoline remains at 
1£5¢, 5.5¢ and 6c for the three grades This 
low price is widespread but is quoted by two 
or thre independents 

Prices on other products are pushing their 
cellings erv hard now It is reported that 
OPA is having some trouble with refiners 
changing specifications on products to up the 
price slightly 


rULSA, Oct. 3 


gasoline 


Demand was undiminished 
for ail 
last week 


ellorts to satisfy 


for 


grades of 


rapidly mMcreasing 
fuel oil in Mid-Continent 


most refiners reported 


and 


whik 


it were impeded by transportation shortages, 


inventories, and in some locations shortage 
for processing 


Shipments of 


low 


of 


crude 


gasoline continued extremely 


heavy, according to most refiners; seasonal 
slackening of demand noticed by a few has 
not vet eased market, they said 

Some refiners said they were forced to pro 
rate customers’ takings of fuel oil “so everyone 


can have Call for No. 6 was especially 


a taste” 


heavy according to several refiners 


Movement of compounded lubes was good, 


but brights and neutrals “just fair’, several 
refiners said An unusually large number of 
inquiries for wax was reported by Oklahoma 


re finer 





Index of Governmental Orders Concerning Petroleum Prices 


Orders, “requests ceilings’, and other statements issued by go 
ental agencies concerning prices of petroleum and products, price 
hich are published in this market section of NATIONAL PETRO 
UM NEWS, have been published as follows: 
NATIONAL Platt’; 
PETRO PLATT’S OIL-Law- 
LEUM NEWS OILGRAM GRAM 
} Maxine price for 
i Nov. 26 p + Nov. 321, 1 l l Of 
$2 OPA letter restating 
t t ter f Nov. 7, 10 
8, “41 lan. Zi: p. V7 Jan. 19, p. 1 P.13 
Ss 1 \ it No. 1 to 
I hedule Feb. 11, p. 20 Jan. 29, p.1 P.15 
2 j O} I e Schedule 
No, 88 Feb. 11, p. 17 Feb. 4, p.1 P. 159 
a » Ame Iment No 1 to 
OPA Price Schedule No. 88 Feb. 11, p.18 Feb. 9, p.1 P. ie 
1 \ ment No. 2 to 
OPA |] e §S le No. 88 Fel 11, p. is Feb 9 P. i¢ 
N R 1 Price 
S NX SS Combined 
S SS and its 4 
mendments Mar. 11, p. 15 Mar ee P. 205 
t \I 1 pr for 
\pr l, p. 19 Mar. 25, p. 1 | 
t i Tce 
isolin in 
I ( l fic Nort est \pr if, p. a2 Mar. 25 } P. 24 
( } \ tos 1 
\thant ( ist 
Apr p.10 9 Mar. 25 { P. 24 
t i \ " f O.4 id 
b ht tuels 
Coast ite \pr 1, p. 10 Mar. 25, p. 4 P. 24] 
( $2 Maxim prices for 
N 6 fuel, East 
( ( Api cm Bi Mar. 25, p. 4 P. 342 
O1Osi 


NATIONAI Platt’s 
PETRO- PLATT’S OIL-Law 
LEUM NEWS OILGRAM GRAM 
\pr. 4 12 Minimum 3c margin for 
operators in Curtailment Area Apr 8, 1 Apr 7, p.2 P.271 
Apr. 4 $2-—-Prices for from 
wells opened since Oct 1941 Apr 8, | 5 Apr 6, p. 1 P. 273 
\pr 18, 412-—-Price advance tor 
Ritchie, La. crude Apr. 22, p. 10 Apr. 20, p.2 P. 300.6 
Apr. 27, °42 Tank wagon prices 300.25 
Arkansas, Montana, New Mex 
ico, Oklahoma, Wyoming May 13, 4 7 Apr. 29, p. i P. 300.10 
Apr. 28 12—-East Coast advance 
effective Apr. 30 Apr. 29, p Apr. 29, p. 1 I 00.12 
Apr. 28, °42-—-Maximum service sta 
tion prices May 6, p. 1 Apr. 29, p.2 P. 373.2 
May 12 12.-Maximum prices P 
c fic Coast area Nfa 20, 4 Ma 14, p.2 P. 300.18 
May 26 12.--Discounts frozen at 
Oct. 1-15, °41 levels Juur , | ) May 27, p. 1 P. 300.21 
June 27, $2 East Coast advance 
effective June 29 July  & June 27, p. 1 P. 300.27 
lune 27 $2. Service station price 
order widened l, p } June 27, p. 2 P, 272.14 
July 29, °42 Basing “ceiling” price 
on published Group 3 quotation Au 26, p Ar 26, p.4 P. 300.42 
Aug. 3, °42— East Coast decrease et 
fective Aug. 5 \ if \ | P. 300.35 
Aug. 3, “42-—-East Coast 
ervice tation price \ 5 S At l, p | 072.20 
14 $2 Maximum for 
isphalts, Pacihe Coa irea \u 19, p. If Au 14, p P. 300.38 
\t 21 12. Revision of crude 
price basis Au 2¢ l 1s An ] p. | l 500.40 
\us 29, $2 Maximum pr 
for Penna. lubes in P Coast 
irea Sept. 2, 1 ) \ 29, p.4 P. 272.2) 
pt. 11 $2 New maximum pr 
basi Sept. 16, p. ¢ Sept. 11, p. 1 P. 300.43 
Oct 2 12 Retail marge vermit 
ted at Oct. 1-15, ‘41 el Oct 7. 2. 2 Sept. 30, p. 1 P. 272.26 























REFINERY and SEABOARD PRICES 


In bulk lots by Motor Transport, Tank Car, Barge or Tanker as shown 


NOTE—Parenthetical figures after prices indicate number of companies quoting when less than three companies are quoting. 


HOW PRICES ARE REPORTED— 


Refinery and Seaboard prices in National Petroleum News are gathered by PLATT’S 
OILGRAM and are published in the Monday issue of the OILGRAM 

PLATT’S OILGRAM is a reporting service issued in three identical editions daily 
from News Bureaus at w York, Cleveland. and Tulsa, Okla. PLATT’S OIT 
GRAM gathers and publishes what its publisher and representatives believe to be 
accurate news of sales, prices and current happenings affecting the oil industry 
and that will be of interest to its subscribers. As this information is usually private, 
OVLGRAM reports it according to what it is able to obtain from sources deemed 
reliable. 

All information is supplied without guarantee as to its completeness, accuracy, 
time of transmission or promptness of delivery 

The subseriber receives this information for his private use and not for resale or 
further distribution 

Publisher reserves the right to change the extent, nature and form of showing this 
information at any time 

Prices shown in the tables are quotations (meaning sellers’ general offers or posted 
prices’, or actual sales prices, reported to OLLGRAM by refiners for “open spot” 
transactions, except as otherwise specified 

Prices arrived at by discounts off a specified price or “‘market date of shipment,” 
prices named in contracts or prices arrived at in accordance with any arrangement 
made prior to date of sale, are not for “open spot” transactions and therefore are 
not considered in making the price tables. Prices made to brokers and prices in 
“Inter-refinery”’ transactions are also not considered except as may be noted 

All prices are for “immediate” shipment except in Gulf Coast bulk transactions 


where shipment is generally to be made in ninety days. Prices are FOB refineries, 
pipelines. or tanker terminals in districts designated 

Prices shown are for quantities in bulk such as tank car lots. motor transport lots 
or barge lots; and in cents per gallon; heavy fuel oils are in dollars per barrel of 42 
U.S. gallons; wax and petrolatums are in cents per pound. Prices applying to barges 
or cargoes only are so designated 

Prices do not include taxes or inspection fees. Prices are published at the close of 
the business day 

Mid-Western prices in the tables were gathered from refiners with offices located 
in Chicago and the surrounding territory. While the prices are quoted on a Group 3 
Oklahoma) freight basis, this is in accordance with the custom of the oil industry 
which uses Group 3 as a price basis for the ease of comparing prices even when the 
material originates in another refining district Other refinery prices are given 
by and for the particular refining district where the material is made and from which 
it is shipped 

When prices obtained by OILGRAM do not conform to these conditions the ex- 
ception and the new conditions are noted in the news lead or in conjunction with 
the price table by footnote or otherwise, for the particular refinery or sales district 
involved 

Crude oil and products covered by OILGRAM’S news and price service, except 
where noted, have been represented to the publisher as fully up to the customary 
trade specifications indicated and according to the generally accepted methods of 
test: and all crude oil and all products thereof as having been lawfully produced 
and transported. 

Any apparent error should be reported to the nearest OILGRAM or National 
Petroleum News office at once as no correction will be made after the second issue 
of the OILGRAM or National Petroleum News following its publication. 


NOTICE— Owing to great demand, refiners generally limit quotations to regular customers and refuse bids, though higher, from others. Refiners’ prices 
and sales shown; bids reported in market leads. 





Summary of Daily Gasoline Prices (Sept. 28 to Oct. 5) 


U. S. Motor, (ASTM octane) Monday 














78 octane Ethyl: Oct. 5 
Sn, TEEPE 6 75 6 875 
Mid-Western (Group 3 ba aS 6.75 7.125 
N. Tex. (For shpt. to Tex. & N. M. dest'ns.) 6.6 7 
Ws Tex. (For shpt. to Tex. & N. M. dest'ns.) 7 (2 

72-71 octane: 

NIN D5 ba (an San yice oi ore, wamen a adver eo avnre le 9. 875- 6 
Mid-Western (Group 3 basis - 9. 875- 6 
N. Tex. (For shpt. to Tex. & N. M. dest'ns.) Ee : 6 
W. Vex. (For shpt. to Tex & N. M,. dest'ns.) 6 

63-66 octane: 

Oklahoma... . PO Or te 9.5 ». 625 
Mid-Western (Group 3° basis : 5.5 » 625 
N. Tex. (For shpt. to Tex. & N. M. dest'’ns.) 5.375 2 
W.oTe For shpt. to Tex. & N. M. dest'ns.) 9. 75(1 
1 & below: 
Oklahoma , PP eee eee 5.125- 5.25 
Mid-Western (Group 3 basis). . ; 5.1 ». 20 
N. Tex. (For shpt. to Tex. & N. M. dest'ns.) 48.875- 5.25 
W. Tex. (For shpt. to Tex. & N. M. dest'ns.) 2.20 
Metor Gasoline, 72-74 octane (ASTM 
ee I INN e F  w ko: 5 mis 4en-6 «preieerece 92 10 2 
New York harbor, barges................ 9.1 9 2 
en 9.2 9.7 
ROSNY MENNNDIIN so '5-6..616 din niece geen ae-eiees 8.95 
Motor Gasol 
Western Penna. Beadford-Warren: 
“QQ” Gasoline, Min. 70 Oct. (ASTM)....... 7.5-7.75 (2 
Western Penna. Other Districts: 
“QQ” Gasoline, Min. 70 Oct. (ASTM)...... 7.25 = 7.3 





Friday Thursday Wednesday Tuesday 
Oct. 2 Oct. I Sept. 30 Sept. 29 

6 75 6 875 6 75 6 875 6 75 6 875 6.75 6 875 
6 75 7.126 6 75 7.125 6.7% 7.125 6 75 7.125 
6.6 7 6.6 7 6.6 7 6.6 7 

wr > "(9 iw ,» wd > 

(es ae oe é (2) 
5 875- 6 5 6 5 875- 6 5 875- 6 
» 875- 6 5 6 5 .875- 6 5 875- 6 
5.79 6 5 6 5.75 6 S.75 6 

6 6 6 
5.3 5 625 5.5 5 625 5.5 5.625 $.5 5 625 
$.5 5 625 5.5 5 625 5.5 5 625 $.5 9 625 
§.375- 5.5 S.a72 vue 5.375- 5.5 §.375- 5.5 

».75 (1 5.75 (1 9.75 (1 5.75 (1) 
§.125- 5.25 § .125- 5.25 §.125- 5.25 5.125- 5.25 
2.2 eo 5 1 5 2 B.% 5.25 5.1 a 
4.875- 5.25 4.875- 5.25 875- 5.25 4.875- 5.25 

c OF . of m On Se oc 

>=) » » » > >. a=? 
9.2 10.2 9.2 10.2 9.2 10.2 9.2 10.2 
9.1 9 2 91 9.2 9.1 9.2 9.1 9 2 
9.2 9.7 9.2 3 9.2 9.7 9.2 9.7 

8.95 8.95 8.95 8.95 
7.5-7.75 (2) 7.5-7.75 (2 7.5 -7.75 (2) 7.5 -7.75(2) 
1.20 | 7.25 1.3 7.29 7.3 7.25 7.3 





REFINERY 


PRICES 


Gasoline—U. S. Motor (ASTM) except where otherwise specified 








Prices in Fffect Oct. 5 Sept. 28 Prices in Effect Oct. 5 Sept. 28 Pe 2 3 ~ “y ° 
osine Gas Fue ~ 
ORLATIOMA ARK. For shipment to Ark. & La.) | Ke r ine, & va I uc I Oils 
7 — . ay : se : = SSeS = a4 = leaded 5 oe 1) : . 1) Prices in Effect Oct. 5 Sept. 28 
O0-Ghant.......... 8.5. = 8:685 5.! 62 oct. a 5 .5(1) 5.5 (1) | OKLATIOMA 
60 oct. & below... §5.125— 5.25 5 60 oct. & below, un- | 41-43 grav. w.w....... 4.375- 4.5 4.375- 4.5 
60-62 400 e.p....... 5.125 (1) leaded 375(1) 5.375 (1) 42-44 grav. W.wW....... 45 - 4625 4.5 - 4.625 
| Range Oil. Speen + <a 125 4 4.125 
MID-WESTERN (Group 3 basis) ag . Ww Se Ry eee oe 4 ae 4 1 4 agen : 1) 
78 wot. Ethyl ee 6 73 - 7.125 6 ie , No ~4 <n seeeee 3 ae , 8 3 a . 87 
3 Le 5 875- 6 5 WESTERN PENNA. (Motor gasoline) Nc. 3 f o sehen san eee a - Si , 
63-66 oct.......... 5.5 - 5.625 5 Bradford- Warren | UG. Gas Oi... 2." 3 625-3.75 (1) 3.6233 75 (D) 
60 oct. & below.... 5.1 = 5.25 5. “Q" Gasoline, Min. 70 No. 6 fuel. ....... . .$0.80-$0 90(2) $0. 80-$0 90(2) 
Oct. (ASTM 7.75 (2) W.07¢.40(e) | BOG TOM. 205. scces $0.95 (1) $0.95 (1) 
N. TEX. (For shpt. to Tex. & N. M. dest'ns.) 
78 oct. Ethyl... ... 66 -7 6 6-7 Other districts: 
72-74 ack... . cece .2c .. ¢€ 6.7 “Q" Gasoline Min. 70 MID-WESTERN (Group 3 basis) 
63-66 oct... 0... §.375- 5.5 5.375 Oct. (ASTM). -7.3 7.25-7.3 41-43 grav. w.w.......  4.375- 4.625 4.375- 4.625 
60 oct. & below... 4.875- 5.25 4.875 | 42-44 grav. w.w....... ‘.5:<2 4.5(2 
60-62, 400 e.p...... 5.375(1) 5 Range Oil papa cceraca Nae 4.1 (2) 4 4.1(2) 
PN Mes a as ici xee 3.875— 4.125 3.875- 4 125 
W. TEX. (For shpt. to Tex. & N. M. dest'ns.) CENTRAL MICHIGAN (FOB Central Mich. re- = ee: tetas 3 “. - 3.625 3.6 —- 3.625 
78 oct. Ethyl...... 7 (2) 7 (2) finery group basis for shpt. within Mich.; shpts. may INO. J tte eee eee eee >. 357 
72 7 oct sg 6 6 originate at plants outside Central group.) No. 5 tte teens $0 85 (1) $0 85 (1) 
63-66 oct.......... 5. 75(1) 5.75 (1) S. Motor: (Oct. ASTM): NO. 6....0cceseeeees $0. 80-$0.85(2) $0. 80-$0.85(2) 
60 oct. & below. ... 5.25 §.25 72-74 oct - 8.5 8 - 8.5 
; Papi csbaggnt 5-8(2) 7.5 - 8(2 N. TEX. (For shpt. to Tex. & N. M. dest'ns.) 
CENT. W. TEX. (Prices to truck transports) Str. run gasoline, ex- ps ; y= - 9 ore 
cluding Detroit shpt. a 5 » 41-43 grav. w.w....... 4.125- 4.75 4.125- 4.75 
. 7/9 719 8 I 
80 oct. & above. ... 7(2)_ 7 (2) WOO. 2 We Waiwaenke anny 4.1 4.2(2) 4.1 -4.2(2) 
ot, A 5. 875 (2) 5. 875 (2) 
So: 5.375 (1) 5.375 (1) 
62 oct. & below... . § .125 (2) 5.125 (2) 


OHIO (S. O- Ohio quotations for statewide delivery 
and subject to exceptions for local price disturbances 


AMARILLO, TEX. (For shpt. to W. Okla. & Tex. 

differential teritory.) 
60 oct. & below. ... 
60-62, 400 e.p...... 


72-74 oct 
No Price 
No Price 


No Price 
No Price 


KANSAS (For Kansas destinations only) 


78 oct. Ethyl. ..... t.a0 ()) 7.25 (1) 78 oct. & above (Ethyl 
J | eer 6 6.2(2) 6 6.2 (2) 70-75 oct. (regular 

Ree §.625-5.8(2) 5.625-5.8 (2 65 oct. & below (3rd 

60 oct. 8 below.... 5.25 -5.4(2) 5.25 -5.4(2 grade ion 





CALIFORNIA U.S. Motor: 


AMARILLO, TEX. (For shpt. to W. Okla. & Tex. 


differential territory.) 


375 8.375 41-43 grav. w.w...... No Price No Price 
375 375 No. 1 straw 31 4.3 (1) 


KANSAS For Kansas destinations only) 


8.75 6 - 8.75 41-43 grav. w.w....... No Price No Price 

1.0 2.9 7.40 42-44 gravity w.w..... 4.8 -4.875 (2) 4.8 -4.875 (2) 
i Ae 4. 25-4 .3 (2) 4. 25-4.3 (2) 

6.75 4.5 - 6.75 een $0 . 85-$0.90(2) $0. 85-$0 .90(2) 

















NATIONAL PETROLEUM NEw 
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REFINERY PRICES (Continued) 
(NOTE—Parenthetical figures after prices indicate number of companies quoting when less than three companies are quoting.) 
' 
NOTICE—Owing to great demand, refiners generally limit quotations to regular customers and refuse bids, though higher, from others. Refiners’ prices 
and sales shown; bids reported in market leads. 
' 
| 
r 2 * ’ » . > “ . . " . v 7 
Kerosine, Gas & Fuel Oil Lubricating Oils (Cont'd) Naphtha and Solvent 
; (Continued) Prices in Effect Oct. 5 Sept. 28 Prices in Effect Oct. 5 Sept. 28 
Prices in Effect Oct. 5 Sept. 28 Red Oils: (FOB Group 3 
ARK. For shipment to Ark. and La.) 180 oo eer 5 (1) 15 (1) Stoddard solvent. .... 6 625 6 625 
9 e e = . ° ~ 7 
‘-00 ones: ee... 4 625 (1 4 625 (1) 200 0. 5.. er 15 (1) 15 (1) Cleaners’ naphtha.... 7.125 7.025 
No. 1 re 4 — 4(1 a 280 No. 5 * No Price No Price V.M.& P. naphtha 7.125 7 125 
Bene re te 35 (1) 35(1) 300—No. 5 - 17.5(2 17 5 (2) Mineral apirits....... 6 125 6 125 
No. 3 fuel ; 3.5 (1) 3.5 (1) Note: Viscous Neutrals, 15-25 p.p. generally are Rubber solvent 7 125 7.125 
Tractor fuel, for shpt. quoted 0.5¢ under 0-10 p.p. oils Non-viscous oils, Lacquer diluent 7.375- 8 125 7 375- 8 125 
to Ark. points only. 5.125 (1) 5.125 (1) 15-25 p.p.; generally are quoted 0.25c under 0-10 Benzol Diluent 7.875- 8.625 7.875- 8.625 
p-p oils. — oe 
WESTERN PENNA, WESTERN PENNA, 
Rradford-Warren: : Bradford-Warren District: 
si we wret: Bright Stock Vis at "10° . . : - « c 
A5 grav. w.w 6.25 7.%5 6.25- 7.75 200 \ D i ‘a Stoddard Solvent... .. 7.5 (1) 7.5 (1) 
46 grav. w.w rrr “ 150 160 Vis. D: oar a 27 (2) Other Districts 
No. I fuel cae Se — 22S 6 35- 7.% ge hice ara cal = . Vetranted htt 79 719 
No.2 ” .........., 6 25 - 7 625 6 25 - 7 625 0 to 10 p.p 23 23 ‘te 9 ye “A 5 oa Sia 
No3 ” "tt 6 552 7519) 6 95-7 Th 12) 10 te 25 p.p.. 22 5-23 29 5-23 Stoddard solvent. .... 7 7.25 ? -7.25 
Se eye 2 ¢.dalZ y - 7.7 2 er oe °« 
36-40 gravity 2. 6.25 -6.5(2) 6.25-6.5 (2) _2> to 40 p.p 23 (1) 23 (1) 
Other districts: . > 150-160 Vis. E 22 (2) 22 (2) oH S. O. quotations for statewide delivery): 
: cts V.M.&P. naphtha, D.C. naphtha, Varnolene & Sohio 
Se 6.125- 7.625 6.125- 7.625 es UR 5 << caenn dee 10 10 
46 grav. W.W......... 6.125- 6 25 6 125- 6 25 120 Vis. D: Rubber solvent : 9 9 
47 RrAV. W.W. ane: 6.375 625 6 375 0 to LO pp. fool 99 (2) 22 (2) 
No. I fuel. ........-. 5 875-6 5 875- 6 600S RK. Dark Green. . 8 5(1) 8 5 (1) 
No. 2 aes wees 5 B75- 7.125 5 BI5- 7.125 600 S.R. Olive Green. . 10 11 10 11 
No. 3 ‘ : §.875- 7.125 5.875- 7.125 631 SR wee ou 18.5 (1) 18.5 (1) y 
36 i grav., oe ‘ - 7 Black Oil......... 3 5.5 (1) 5.5 (1) W ax 
‘ t wrices ex« . 5 75 7 75- . 
sl cai —— , il ? : White Crude Scale: 
CEN TRAL MICHIGAN (FOB Central Mich. re- SOUTIT TEXAS Neutral Oils WESTERN PENNA, (Bbls. C.L.) 
inery group basis for shpt. within Mich.; shpts. may ° . 99_19 95 (9 5 (9 
originate at plants outside Central group.) Vis. Color 122 126 AMB-Poo ee eees : oc ad : oc “ 
ee Pale Oil Vis. at 100° F.) 124-126 A.m-.p. eee 4.25 4.25 
| 47-49 gravity w.w..... 5.8 6 58 -6 spuatictens lies . 
} PW. Distillate nee 5.5 5.5 100 No. 14-24% 6.5 6.5 OKLAHOMA (C.L., FOB Refinery) 
No. 3 gas oil, Straw 5 5 200 No. 2-3 8 75 8 75 Se “f ~d 
UG.1. gas oil : 4.5 (2) 4.5 (2). 300 No. 2-3 igs 9 25 9 25 Semi-retines 
Fuel Oils (Vi t 100 500 No.  %-3% ; 10 10 128 AMP min., white, 
: wie ; 750 No. '-4 10 25 10 25 50 kilo bags No Price No Price 
300-500 Vis Le : Oe as 1200 No. 3-4 : 10 375 10 375 132-134 AMP, bbls 5 25 (1) 5.25 (1) 
100-300 Vis........ 4.5 4.5 2000 No. 4 10.5 10.5 } 
: ; CHICAGO FOR Chicago district refinery of one 
OHO S. O. quotations for statewide delivery) refiner, in bags, carloads Carloads, slabs loose 0 4e 
K erosine ee 7 7 Red Oils: less Melting points are EMP (ASTM) methods; 
: dd 3° to convert into AMP.) 
100 Ne >-f 65(2 5 (2 = 
CALIFORNIA nll ae ai . 7s a Fully efined 
40-43 grav. wow : 4.5 7 4.5 -7 300 No. 5-6 = z 9 25 9 25 122-1214 (bags only).. 5.6 5 6 
San Joaquin Valley: 50M) No ° 0.. “9 eng 10 10 125-127 oo 6 6 
‘ 750 No. 5-6 . 10 25 10 25 127-129 aes 6.25 6 25 
Heavy fuel . $0 85 (2) $0 85 (2) 1200 No. 5-6 ‘ss 10 375 10 375 130-132 ee 6 55 6 55 
| Light fuel eee $0 95 (2) $0 95 (2) 2000 No. 5-6 Sie Rl 10.5-11.5 10.5-11.5 132-134.. a 6 8 6 ¢ 
a el ma, 4(2 4(2) 135-137 7.55 7.55 
Stove dist. ........ 5 (1) 5 (1) CHICAGO (From Mid-Continent p.1. crude.) 
| Los Angeles Neutral oils (Vis. at 100° F. 0 to 10 p.p.) 
| Semewy Tel. cc cccce $9 80-0 85(2) $0. 80-0 85/2) Pale Oils 
FY eee $0 85-0. 95(2) $0 85-0 95(2) . . » q . 
| | Light fart ......+. 98 S5-0.95(5) 99. 05-0.95(3) Vis. Color Petrolatums 
| Stove dist......... 3 - 5 (2) 3 - 5(2) 60-85 —No 2. a 9 5(1) 9.5 (1) WESTERN PENNA. (Bbls., carloads; tank cars, 
| San Francisco: te . _ 7 =" 7 ») 1) 4 b l 0.5¢ per Ib. less.) 
2 0. 3. + sane > ( ». 2 (2) . e e e 
| Heavy fuel. ....... $0 90 (1) $0 90 (1) 180 No ses Se deci no eek 16 1) 16(1) Snow White......... 6.125- 7.25 6.125- 7.25 
| Bight fuel... ..cc06 $1 00 (1) $1 00 (1) 200—No. 3.......... 16 (1) 16 (1) Sie WOR. a kasenece 5 375- 6 125 5 375— 6 125 
Diesel fuel... oc... 45(1) 4.5(1) 250—No. 3 ie 17 (1) 17 (1) Cream White oats wie 4375-5 375 4 375- 5.375 
Stove dist..... ee 5.5 (1) §.5(1) Light Amber. . woe 8.375- 3 875 3.375 3.875 
Note: All above heavy fuels meet Pacific specifica- ; AS Serre ree 3 125 3 625 3.125 3 625 
tion 400; light fuel, apec. 300; Diesel fuels, spec. 200; Red Oils: Red... sesescccee & oe . ~ 5.8 
and stove distillate, spec. 100. 180—No. 5....... 16 (1) 16 (1) 
2HO— Nor. S. 0 nr cce vee 16 (1) 16 (1) 
| S50—Ma. S...c20 ee 17 (1) 17 (1) 
| ° . . SN UNG ae 1811) 18 (1) 
Lubricating Oils 300—No. 5 18.5 (1) 18 5 (1) . —_— 
| ; 5 DS. sesercess ew A) Group 3 Freight Rates 
WESTERN PENNA Note: Viscous oils, 15 to 30 p.p. are quoted 0.5c 
: | — . lower; 60-85 and 86-110 No. 2 non-viscous oils, 15 
, | Prices are for sales made, or offers reliably reported, to 30 p.p., 0.25e lower. To Division Headquarters Points of 
to jobbers & compounders only. Standard Oil Co. of Indiana 
Viscous Neutrals —No. 3 col. Vis. at 70°F. — . . , , : 
; ‘ oe Cees ” sp hs is. at 70°F Unfiltered Steam Refined: (Viscosity at 210°) (Cents Per Gal.) 
200 Vis. (180 at 100°) 420-425 f1. 140 Tha 15() Gas Oi 
5 (1) : 
) eee 35 (1) as ima... o © ss *Din- and or 
rae 12.5 (1) 12.5 (1) . ° 
) eerie 34 (1) 39.5 (1) 200 13.5 (1) 13.5(1) Gasoline tillute Residual 
| 15 p.t. ts 33 (1) 38.5 (1) ge ee ee Keroxsine Fuel Oi Fuel Oil 
| ES ee 28 28 ee ee 2.508 2.508 2.516 
150 Vis. (143 at 100°) 400-405 fl. Bright stocks, 160 vis. at 210 No. 8 color: Decatur, Miavecasnbas 2.244 2.244 2.442 
See 33 (1) 38 5 (1) Sto MM on........ 24 (1) 24 (1) Joliet, MM... eee sees 2508 82.508 = 2.516 
> OE are 32 (1) 37.5(1) BS 40 2S Bic cc cces 23 5 (1) 23.5 (1) Peoria, Hl... ...... = 310 2 310 2 442 
| rn : 2 1 exe ‘ 91 91 ¢ CR. Die casqcseees 2 178 2.178 2.294 
OS Saar ee 31 (1) 36.5 (1) 30 to 40 pip hae 21.5 (1) 21.5 (1) (ae - . fd -~ ; 
) } 25 p.t 26 %6 E filtered Cyl. Stock 13.5 (1) 15.5(1) Indianapolis, Ind...... 2 640 3.034 3.034 
5 si aes rats ca a ia , a cepapea” . r isan Evansville, Ind........ 2 442 2 886 2.886 
- Cylinder Stocks N : To obtain prices delivered in Chicago, add South Bend, Ind. ..... 3 135 3 135 3.330 
| Brt. stk., 145-155 vis. at 210°, 540-550 f., No. 8 col. 0.25¢ per gal. Detroit, Mich. ........ 4 290 3.996 3.996 
| 10 p.t 30.5 (1) 30 5 (1) Grand Rapids, Mich... 3 828 3 828 3. 922 
y | ” alls 29 5 (1) 29 5 (1 Saginaw, Mich........ 4200 4144 4144 
aoe oe ow <9.9 (1) Green Bay, Wis....... 2 838 2 838 3.182 
- aa : 7 ac . : ee 2.57 2 57 2. B8E 
| 650 S.R. ae 5.5 N , Le lk ern (8 8te| es 
|  seeeigiaeliontoens 16 16 Natural Gasoline “won ay eee RE RE 
2) 630 fl eens 17 17 ; —.. oo 2 57 28 
- . ‘ , : Mankato, Minn....... 2.574 2 574 2 BNE 
MID-CONTINENT  (F. 0. b. Tulsa) erie 4 be i cn oie PShinn are to blenders on Des. Molaca 7 2 0 16 2 046 2 294 
5 ¥ reight basis shown below Shipments may originate AT 9 4 9 * ° 9 
Neutral Oils Vis. at 100° F. 0to10 PP. . aC a . ~ aT were Davenport, la 2.310 2 310 2.442 
x sain tt ) in any Mid-Continent manufacturing district.) Mason City, la 2 376 2 376 2 664 
2 ™ . et. Game, Ts so oe 0 000 2.046 2.046 2.072 
Vie. Color FOB GROUP 3 Kansas City, Mo..... 1518 1518 1.776 
60-85—No. 2 7 g 8 Grade 26-70........ 3.625 (Qtns) 3.625 (Qtns) St. Joseph, Mo....... 1.518 1.518 1.776 
86-110-—No. 2 vou 85 85 : Pee aan Fargo, N. so ae 3.564 3.564 3.996 
150—No. 3 14.5 14.5 FOB BRECKENRIDGE Huron, S. D......... 3.036 3.036 3.330 
180—No. 3 15 15 Grade 26-70......... 3.25 (Qtns.) 3.25 (Qtns.) Wichita ” 
200—No. 3... cece. 15 15 From Ponca City.... 0 528 0.528 0.592 
i}  250—No. 3 16-16.5 16-16.5 CALIFORNIA (FOB plants in Los Angeles basin) From Tulsa......... 0.858 0.858 0.962 
2) ' 280—No. 3.. 17 17 21 pound vapor pressure for From Cushing...... 0.792 0.792 0.888 
) eS ES eee 18 18 err er 4.75-5.375 4.75-5.375 | *Not suitable for illuminating purposes 
«) ; 
—E a — — 
———— 
NEW YCTOBER 7, 1942 Al 









































NOTE—Parenthetical figures after prices indicate number of companies quoting when less than three companies are quoting. 
NOTICE—Owing to great demand. refiners generally limit quotations te regular customers and refuse bids. though higher, from others. Refiners’ prices 
and sales shown; bids reported in market leads 

. ry. 
Atlantic Coast lanker Rates 
Prices are of refiners, FO their refineries & their tanker terminals. & of tanker terminal operators (Approximate last paid rates, cents per bbl 
| FOB their terminals)—Prices In Effect Oct. 5 Gulf-N. Atlantic, not East of NY 
MOTOR GASOLINE Hvy .Cra ‘e & Fuel (10 to 19.9 gravity 18 
‘. Light Crude, (30 grav. or Lighter 43 
Min. 80 Oct. . : ) 
cas Gasoline 4 
39 Research a > NT reer eT ere eT 10 
| Max. 2 ce. 72-74 Oc 68-70 Oet No. 2 Fuel 42 
Dintrie ’ ASTM ST asics 
! N a jig — re . vie Note: 200% surcharge permitted on above rates ty 
N . — : 8 4 4 4 10 9.2(1 War Shipping Administration “‘to cover increased mar 
All jo arb., barges Py ce l 9.11 time operating erpenses.” 
U ee 86 > 
Philadelphia 92 9 9 2/1 
Baltimore 8 8 9 8 851 
Morrow. ...... 87 8.9 8.5(2 
Wilmington, N. C : 8.7 8 8 848 5/2 ‘ - | 
Charleston, .. - S:7 3.8 8 1-8 4(2 Gulf Coast 
Savannah 25 7 81 
Jacksonville a | 8 8. 275(2 Priees for sales made or firm offers reliably ceported } 
Miami 8.275- 8.4 79-8 275(2 for sales pending in cargoes FOB ship at Gulf, for | 
Tampa 7.5 8.4 8 8 275(2 minimum of 20,000 bbls. Prices are by retiners only 
Pensacola ; 7 7. 2¢1 6 6 6 8(1) to other refiners, export agents, or to large tanker | 
Mobile ee 6 8 9 6 6 6.8 (1 terminal operators at the customary trade apecitica 
on ae 6.25 6.7 tions noted.) } 
-orthand beac ss 9 9 6 | 
$ 9 9 7 9 7 P - 
ame 9 : 4 I Prices In Effect Oct. 5 
FUEL OILS ' 
KEROSING Domestic 
pe ae Motor Gasoline } 
NO. 1 FUEL No. 2 No. 3 No. 5 No. 6 Min. 80 oct. '39 Research, max. 2ce i } 
N.Y. Harb 6.8 6.7 6.7 $1 .95-2.10 (a $1.65 lead . ese +. . ses } 
N.Y. Harb., barges 6.7 6.6 6 6 er Pee } 
Albany 2 6.8 6.8 $2250 1 $1 8501 60-62 Gravity, Max. 400 ¢.p ad | 
Philadelphia 69 6.7 6.7 $1 9 $1.65 72-74 oct. leaded (ASTM)......... 9.29 Pe» | 
Baltimore 6.9 6.7 6.7 $1.65 70 oct. unleaded as ace -6 9.29 — 9.300 
Norfolk 6 8 69 6.7 6.71 $1.65(2 | 68 oct s 3 a en se 
Wilmington, N.C 6.75 6.7 } 65 oct. i x wee 9.125- 9.09 | 
Charleston. 69 6.7(2 $1 .60(2 60 oct. ; = . | 
Savannah 6.75 - $1.6001 41-43 w.w. kerosine nee Sarai 3 875 bt (a 
Jacksonville 6.5 6.25(2 $1.60(1 No. 2 fuel . . tae 3.75 | 
Miami 6.7512 : . ; ox | 
Tampa 6.75 6.25(2 $1.55 (1 Gas Oil—Less than 4 of 1% sulfur - 
Pensacola 481 Below 43 diesel index cree 3.75_ | 
Mobile 4.5 475 - 43-47 i a whe cig 3.805 
New Orleans 4.25 15 3.75 -3.875(2 $1.25 (1 $0 85(1 48-52 : ‘ latches 3.875- 4 
Portland 7 6 8 6 82 $2.25 (1 $1 65 (1 53-57 ae LER awle aia.s area’ Pale } 
Boston. ...... 69 6 7 6.712 $1.95 (2 $1 65 58 & above diesel index as p 4 25 
Providence 6.9 6.7 6 $1 90 $1 95 $1.65 Diesel Oil, ship's bunkers (ex-lighterage) $1 55 $1.68 
(a) This price i for a atraight-ron. low pour test Ne >» fuel Bunker C, i; 4 $0.85 -$0.90 
wi , $ ~ : Bunker C, eargoes $0.85 
Bunker © Fuel Diesel Oil Cas House E 
Ships) bunkers Ships’ bunkers Diemer l Cdil Gas Oil -xport 
Kx Lighterage Kx Lighterage Shore Phint. 28-34 Gravity Motor Gasoline 
N.Y. Phebe $1 65 $2.78 6 7-6 8.2 6 8(2 60-62 Gravity, Max. 400 e.p. 
Albany $1 8501 $2.98(1 6.8 1 Z(1 pase . eas = on 
Philadelphia $1 65 $2.78 alge! ve fica id =~ 2. 
Baltimore $1 65 $2.78 6 7/1 6.711 éU oct. unteades a ee ae ae 
Norfolk $1 65 $2.78 6 l 6.7(1 68 oct ve * wr = | Sr pe. 
Charleston $1 60 $2.78(2 6 l 6.7.1 on oct mi we ono Pe } 
Savannah $1 60.1 $2. 62(1 60 oct. 3 875 125 
Juckson ville $1 60:2 $2. 62/2 41-43 w.w. kerosine 75 25(a 
Tampa $1 55 (2 $2.62(2 ; : fad 
DP ie Ge . Vale Gas Oil—Less than \& of 1 sulfur 
New Orleans $0 85 $1.55(2 8.7501 ‘ -nd ’ r 
Portland $1 65 1 $2 86 6 61 6 91 Below 43 diesel index oer 
Boston $1 65 $2 78 672 . 82 13-47 ies : 3875 
Providence $1 65 $2 78(2 6 Til 6 81 cat woes 7 "i = 
58 ‘& above diesel index 425 
1») This price retroactive to Oct. 1 
Wan 
(Melting ports are AMP, 3° higher than EMP I’: afi . . 
: f 4 .« “hls ; . i¢ ANDO 
Prices are FOB refinery and do not include bag, freight avert I I rt 
or export differentials). Quotations at seaboard, Los Angeles. cargo tote 
Prices in Effeet Oct. 5 except where otherwise noted MID-CONTINENT LUBES | 
New Orleans N. ¥. N. Y¥. Prices In Effect Oct. 5 Sept. 28 
Crude Scale: Export Domestic Export 375 e.p. blend, 70 oct No Price No Price At Grolf. in packages, FAS.; in bulk, FOB tecentiunts) 
124-6 Yellow 42501 2 1 390 e Pp blend, 68 oct No Price No Price 3 ; : ™ | 
122-4 White , 4 25(2 : a > 390 e.p blend, 66 oct No Price No Price Prices in Effect Oct. 5 } 
124-6 Whit 95 95 95 400 e.p. blend, 65 oct : | 
— las $.a9 “— min No Price No Price Steel Drums Bath 
Fully Refined S. Motor, under 200 vis UD 210 bert 
123.5 © a ce bee Oo) ectane No Price No Price stock 34 35 (2) 28 8 (2) 4 
ana = > >. = * & 38-40 grav..w.w kero 
4 . dee a 22 9 201 150 fire point No Price No Price 150 vis. D 210 bret 
fs Z > 6 1 > 6 . > 6 1 41-43 vrav “wow. kero No Price No Price stock 0 10 p.p 30-31 (2 24 8:2 
i304, - 85 1 85 « » 85 l i4-grav. w.w. kero No. Price No Price 10-25 p.p 29.3 (1 24.3 (1 
“i ei, 6 15 6 15(1 Diesel fuel, 24.& above — No Prive No Price ce ane 1 
: 6 401 6 411 wee Diesel fuel, under 24 No Price No Price vee . rt a ae 
30-3) grav diesel an stoc h 0-10 p.p 29 5(1 24 3 (1) 
oil Pac. Spec 20 N Pie No Priee 10-25 p.p 29 (1 23.8 (1 
| (rrade  ( fuel a 200 vis. No. 3 col. neutral 
Spec $00 No Price No Price 010 pp 99 (] le RO 
| 
In Ship’s Bunkers, or deep ‘/ank lots 
| Diesel fuel, Pac. Spec 
200 ee $1 40 -$1 45 $1 40 -$1 45 
(srade_ fuel Pac 
Spec. 400 $0 825 $0 85 $0 825 $0 85 
| Naphtha 
| Priees in Effect Oet. 5 Bitar asa m , sm is) 
. 75-400 ey blend 
ee x eoeeet 6 ore ees oS bias Ais, ‘Stites 
| apaene Spirits 100 e.p. blend, under 
New York Harbor 13 (2 10 65 oct No Price No Price 
Philadelphia district 11 (2 10 U. S. Moto No Price No Price 
Baltimore 10.5 (2 95 40-43 grav. w.w. kero 
Boston 11 5(2 10.5 150 fire point No Price No Price 
| Providence 1.35 G 10.5 (2 Kero., p.w No Price No Price 
° a 
i> NATIONAI PETROLEUM NEW 
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TANK WAGON PRICES 


Commercial er consumer tank car, tank wagon, dealer, and service station prices for gasoline do not include taxes: they do. however. include inspection fees as shown in general 


footnote 


Gasoline tares, shown in separate column, include 1.5c federal, and stale tares; also «ity and county tares as indicated in footnotes 
do not include tares; kerosine tares where levied are indicated in footnotes. 


Kerosine lank wagon prices also 


Dealer discounts are shown in footnotes. These prices in effect Oct. 5, 1942 as posted by principal 


marketing companies ai their headquarters offices, bul subject to later correction. 





S. O. New Jersey 


Esso (Regular Grade) 


Consumer Gaso- Kero- 
Tank Dealer line’ sine 
Wagon T.W. Taxes T.W. 
*Atlantic City, N.J.... 10.2 10.7 4.5 9.4 
PPIOWOUK, Th Bed ce cece 10.2 10.7 41.5 9.4 
Annapolis, Md ceoeecercce 10 55 ll 05 5 5 11 2 
Baltimore, Md......... 9.95 10.45 5.5 40.2 
Cumberland, Md....... 11.35 2.8 5.5 Ti.7 
Washington, D. C...... 10.2 10.7 4.5 10.7 
Sk, See 11.65 12.15 6.5 11.95 
Sedge ip hy Oe 10.45 10.95 6.5 11.7 
Petersburg, Va......... 10.75 i .2e 6.3 22.7 
Richmond, Va......... 10.75 11.25 6.5 12.7 
Roanoke, Va........... 11.95 12.45 6.5 12.2 
Charleston, W. Va...... 12.25 12.75 6.5 13 
Parkersburg, W. Va.... 11.55 12.05 6.5 12.7 
Wheeling, W. Va....... 11.55 12.05 6.5 13.3 
Charlotte, N.C........ 12.1 12.6 7.8 i 
Suncare. TH... ceccass 12.65 3.15 7.5 12 
a A, eee | a 13.0 7. 2.2 
Stanewen. MM. Cl. occas cas 11.85 iZ.33 7.5 
Salisbury, N.C........ 12.15 2.65 7.8 42.4 
Charleston, S. C....... 10.95 11.45 7.5 
Camumenee, &. C....ccccce 11.8 12.3 soe 
Spartanburg, S.C...... iZ.5 13.0 <0 
Mineral Spirits V.M.&P. 
7.3. wae 
Newark, N. J Syn Fe sige 13 14.5 
Baltimore, Md........ ; 15.5 
Washington, D.C.... 15.5 os 
Fuel Oils—T.W. No. 1 No.2 No.3 
Atlantic City, N.J........ 9.4 8.7 8.7 
BON eo ete al cx 9.4 8.7 8.7 
MOMIREIOUM, Tse c hdc vsecencs 7 ee See 
EES ne ee is 9.2 8.7 8.7 
Washington, D. C..... : ; 9.7 9.1 9.1 
Se ere i ; 9.4 8.5 8.5 
ee Sree 9.7 8.7 eee 
cs ORE TO ee 9.7 S.7 8.7 
Chartotte, N.C... cccccn roe 10 10.1 
Hickory, N.C Rhee Neg ee , ; 9.7 
SS ue Ee 98 
Cpampontom, TH. Gc oasis ve cess a 8.7 
CMNNONDRL eta wie ciccaeewmease 9.7 


Eyrartanbure. ....0ss00s0 ae ic Dae 
*Effective Aug. 5, "42 minimum retail resale price 
of 14.2¢ posted thru New Jersey. 
Discounts 
k sso gasoline 
t.w 
Kerosine le off t.w. price for 25 gals. or 
under contract thru territory 
not necessary) except i 
Jersey 
Naphthas 
41 one time 


to undivided dealers, 0.5¢ off dealer 


more, 
Baltimore city contract 
no discount in state of New 


To buyers taking following quantities 
Newark, 2c per gal. on 200 gals. or more, 
less than 200 gals. 0.5¢ higher price; Baltimore, 2c off 
on 25 to 100 gals. and 3c on over 100 gals.; Washington, 


9 


2¢ off to contract buyers 


Socony-Vacuum Oil Co., Ine. 


Secons Mobilgas (Regular Grade 


Com. Undis. Gaso- 
Cons. Dir. line 
Nowe Tos Taxes 
New York City 
Manhattan & Bronx... 10 1 10 6 3.5 
Kings & Queens 10.1 10.6 5.5 
Richmond, . . er 97 10.2 *5.5 
Albany, N.Y 9 9 10.4 5.5 
Binghamton, N. Y = It 2 >.% 
BulTalo HALAS 10.2 10.7 5.2 
Jamestown, N. Y , 10.4 10.9 5.5 
Mt. Vernon, N. Y.. 10.1 10.6 5.5 
Plattsburg, N.Y... 11 11.5 5.5 
Rochester, N. Y ; ; 10.8 11.3 5.5 
Syracuse, NY ‘ ‘ 10 5 11 5.5 
Bridgeport, Conn 10 10.5 45 
Danbury, Conn ccc Se 11 4.5 
Hartford, Conn — 10.6 11.1 15 
New Haven, Conn , : 10 10.5 $.5 
Bangor, Me ‘ 10 7 i1.2 5.5 
Portland, Me... 10.3 10 8 5.5 
Boston, Mass : ‘ 9.9 10.4 6.5 
Coneord, N. H... 11.4 11.9 55 
Lancaster, N. H i2 [2S $.5 
Manchester, N. H..... 11 3 11.8 5.5 
Providence, R. I 10 10.5 1.5 
Burlington, Vt 1 9 11 4 5.5 
Rutland, Vt 11 115 3.5 
Mineral Spirits V.M_AP 
T.We rw. 
Bulfalo, N.Y 12 4 13.6 
New York City 11 i2 
Rochester, N. Y i3 2 14 4 
Syracuse, N. Y.. : 14 
Boston, Mass 12 13 
Bridgeport, Conn flo 3 t17 3 
Hartford, Conn tl6o 3 T17.3 
Providence, R. I 13 14 





Kero- 
sine 
Yard TW 
New York: 
Manhat'n & Bronx 7.1 9.5 
Kings & Queens 7.4 9.5 
Richmond 7 9.5 
eee la 9.2 
Binghamton 8.6 10.6 
Buffalo........ 8.3 10.3 
Jamestown 8.4 10.4 
Mt. Vernon 7.2 93.7 
Plattsburg 7.8 9.8 
Rochester 8.4 10.4 
Syracuse 8.2 10.2 
Conn.: 
Bridgeport... 73 83 
Danbury 7.8 9.8 
Hartford 7.4 9.4 
New Haven 7.8 8.8 
Maine: 
Bangor 7.6 9.6 
Portland 7.2 9.6 
Mass. : 
Boston T.-. oe 
N. H.: 
Concord 8.1 10.1 
Lancaster 9.2 11.2 
Manchester 8.2 10.5 
R. L.: 
Providence 7.3 9.3 
Vermont 
Burlington me aoe 
| Ra 8 10 
*Does not include 1% 
price of gasoline (ex tax). 


tIn steel barrels 
Diesel On 


Discounts 


tw. 


deliveries, 


Mobil- Mobil- 
fuel heat 
Diesel Fuel 

TC TW Yard TW 

9 7 8.7 

9 7 8.7 

‘. 6.9 8.5 

7 9 7 8.7 

10.4 8.4 9.9 

8 10 8.2 9.7 

0.3 8.3 3.7 

S34 7.4 8.2 

oe 9.6 7.6 9.1 

79 99 7.9 9,4 

7.8 9.8 7.8 9.3 

7.3 6.3 

7.5 8.3 

5.2 ta Gis 

9 7 8.6 

7.4 9.4 7.4 8.8 

7 9 7 8.7 

6.9 8.9 7.1 8.7 

8.2 9.7 

9.2 10.7 

7.9 94 

6.9 8.9 7.1 8.6 

7.8 9.3 7.3 9 

oF te Bs 


O.5e for 


least 400 gals.; le for full tank truck 


Atlantic Refining 


Atlantic White Flash Gasoline 


Philadelphia, Pa 
Pittsburgh 
Allentown 

Erie 

Scranton 
Altoona 
Emporium 
Indiana 
Uniontown 
Harrisburg 
Williamsport 
Dover, Del 
Wilmington, Del 
Boston, Mass 


Commer- 





Springfield, Mass... 


Worcester, Mass 
Fall River, Mass 
Hartford, Conn 


New Haven, Conn 


Providence, RK 
Atlantic City, N 
Camden, N. J 
Trenton, N. J 
Annapolis, Md 
Baltimore, Md 
Hagerstown, Md 
Richmond, Va 
Wilmington, N.C 
Brunswick, Ga 
Jacksonville, Fla 


Philadelphia, Pa 
Lancaster, Pa 
Pittsburgh. Ia 


Phila., Pa 
Allentown, Pa 
Wilmington, Del 
Springtield, Mass 
Worcester, Mass 
Hartford, Conn 


*Does not include I« 
Spirits 


tMineral 
Solvent: \ 
Naphtha 


Discounts 


MAP 


Gasoline to 
t.w., except 
divided 

Kerosine 


price on t.w 


undivided 
Georgia & 
dealer t.w 
Thru 


deliveries of 25 gals. or more at oue time 


prices 


also 


city sales tax appueable to 


at 


Regular Grade 


Gaso- Kero- 





Dealer | 


Georgia kerosine tax 


to Stodds 


apply 


1© 6ffIMne 


T.—. Te. Taam T.e. 
10.2 10.7 5.5 11.65 
10.7 11.2 §.5 12 
10.7 1a .2 5.5 12 
10.7 11.2 5.5 12 

yay: 10.7 i.e 3.9 12 
10.7 11.2 2.5 12 
10.7 a.2 5.3 & 
10.7 ie - §.3 i2 
10.7 11.2 5.5 12 
10.7 Li.2 5.8. & 
10.7 11.2 9.5 12 
ia .2 $5.5 2 

10 7 5.5 11.5 

10.9 é.s 9.5 

11 8 15 10.4 
11.5 4.5 10 

1 #5 10.1 

ll 6 5 94 

| $5 10.5 

11 $5 10.1 

1 7 15 9.4 

10 7 15 9.4 

10 7 5 9.4 

1105 5.5 10.2 

10.45 5.5 9.2 

4.35 §.5 9.7 

12.25 65 11.7 

11.55 7.5 11.3 

10 4 7.23 710.5 

~ 4 3.5 2.5 

Mineral Spirits V.M.&P. 
rw. r.W.t 
1 i2.5 
12 13.5 
125 35 
Fuel Oil«—T.W. 

1 2 3 5 6 
95 87 8 1 46 4.46 
10 9 9 
95 8 8.7 
10 4 gy 9 | 
10 9 9 
9 4 8 8 7 


ard 


prices also apply to Light Cleaners 


prices are 


Penna. & 


dealers 


Florida 


dealer t.w 


same 
Delaware, 2c off t 


0.5c¢ off dealer 
and un 


w 


S. O. Ohiott 


*Sohio X-70 Gasoline 
Regular Grade) 


Con- **Re- Gaso- tKero 


sumer. sel- line sine 

Tr.W. lere [{S.S. Taxes T.W 

Ohio, Statewide.. 12 10 13.5 5.5 9 
Akron 12 95 12.5 5.5 ) 
Cincinnati 12 95 125 §.58 9 
Cleveland 12 95 12 5 5 5 ” 
Columbus 12 95 13.5 $5 9 
Dayton 12 9.5 12.5 § 5 9 
Marietta 12 9.5 12.5 5.5 9 
Portsmouth 12 95 12.5 5.5 9 
Toledo 12 9s 205 5.5 9 
Youngstown 12 9.5 12.5 $.5 9 


Aviation Gasoline—Statewide 


Consumer Cuasoline 








Taree 
Sohio aviation grade 65 oc- 
tane, Spec. AN-VV-F-756 14.5 5.5 
Faso Ethyl Aviation 73 Oct 15.5 5.5 
Esso Ethyl Aviation 80 Oct. 16 5 5 5 
Esso Ethyl Aviation 91 Oct 17.5 5.5 
Faso Ethyl Aviation 100 Oct 24 5 $.5 
tNaphtha—T.S. 
State- Lucene 
wide Counts 
S. R. Solvent 13.5 3 & 
D. C. Naphtha 145 14 25 
V.M.&P. Naphtha 45 14 25 
Varnolene ree 145 14 25 
Sohio Solvent... re 14.5 14 25 
Fuel Oils—T.W. No. 1 No. 2 No No. 4 
Ohio, Statewide 7 - 8 8 7.5 
Cleveland 10 10 95 7 25 


*Renown (third-grade) prices are same as X 70 
unless otherwise noted 

**E xcept authorized agents 

tKerosine prices are ex lc state tax 
prices are ex L.5c federal & 4c state tax 

tPrices at company-operated stations 

tiStatewide prices are subject to exceptions other 
than those shown 
Discounts: 

‘380 aviation—-on contract to 
and resellers, 2c off consumer t.w. 

Fuel oils— Statewide prices are for t.w. & dram 
deliveries of 50 gals. or more; prices for deliveries of 
less than 50 gals are 0.5¢ higher. Cleveland Nos. 1, 
2, and 3 prices are for bulk deliveries of 5 to 99 gals.; 
100 gals. and over are 2c less. Cleveland No. 4 price 
is for full compartment hose dump only 

Naphthas to contract consumers off t.w. prices 
Statewide: 300 to 999 gals., 0.5c; 1000 to 2499 gals., 
0.75e; 2500 to 4999 gals., le; 5000 or more gals., 1.5e. 
Lucas County: Less than 50 gals., tank wagon price; 
50 to 249 gals., 0.5e; 250 to 499 gals., le; 500 gala or 


Naygolithen 


hangar operators 








over, ae 
S. O. Kentucky 
Crown Gasoline (Regular) 
Standard (| Third Grade 
Cause hero 
tNet Dealer line sine 
Crown Stu Tater rw 
Covington, Ky 95 65 9 
Lexington, Ky . 105 65 i) 
Louisville, Ky... 10 9 65 8 5 
Paducah, Ky 9 8 65 85 
Jackson, Miss 10 9 75 8 5 
Vicksburg, Miss 95 85 75 *8 
Birmingham, Ala 10 9 *8 5 9 
Mobile, Ala 9 7 *9 5 85 
Ala 10 9 *9 5 *9 
11.4 4.0 "1005 
Augusta, Ga 11 4 7.5 *10 
Macon, Ga it 4 7.9 *105 
Savannah, Ga 10.4 4.a *95 
Jacksonville, Fla 4 8.5 9.5 
Miami, Fla 10.4 8.5 9.5 
Pensacola, Fla 9 8 *9 5 8 
Pampa, Fla Of 8.5 9.5 
*Taxes: In tax column are included these city and 
county gasoline taxes: Mobile, 2c city; Birmingham, 


le city; Montgomery, le city and le county: Pensacela, 
le city Georgia and Montgomery, Ala. have te 
kerosine tax, Mississippi 0.5c, not included in above 
prices 


(Consumer t.w. prices are same as net dealer prices 


S. O. Indiana 


Regular Grade) 
Third Grade) 
Dealer Prices 


Ked Crown 
Blue Crown 


Red 
Crown - ——— Gase- Kero- 
Cons. Red Blue line sine 
tW Crown Crown Taxes T.W. 
Citicago, til 10.9\a;) 89 84 45 103 
Decatur, Ill 10 8.5 8 4.5 95 
Joliet, 1 11.9 9.6 8.5 45 103 


a) This price correct for Sept. 30 


Continued on vext page 





\bove prices include these inspection fees on both gasoline and kerosine unless otherwise specifird per gallon 
Arkansas | 20c; Fl 
Missouri 1 50« 


Alabama | 40c¢ on gasoline, | 2c on kerosine: 
bbis.; Kansas | 50c; Louisiana 1 32c: Minnesota 7 200c; 
2/25c; South Carolina 1 8c; South Dakota 1/20c; 


Kerosine inspection fees only: 


Tennessee 2 
lowa 3/50c; Michigan | Se per gal 


nda 


> oe° and 





Nebraska 3 
Wisconsin 3 


1 8c; 


1O00« 


Ilinois : 
100c; 


Nevada 


100c; Indiana | 
gasoline 


ot 


1 Qe, 


in lots of 25 bbls. or less, 2/25c in lots of more than 2 
Nocth Carolina 1/4c; North Dakota 1/20c; Oklahoma 























) ( 


rOBI 


R 7 194 

















TANK WAGON PRICES 


Commercial or consumer tank car, tank wagon, dealer, and service station prices for gasoline do not include taxes: they do, however, include inspection fees as shown in general 
footnote. Gasoline tares, shown in separate column, include 1.5c federal, and stale lares: also city and county tares as indicated in footnotes. Kerosine tank wagon prices also 
do not include taxes; kerosine tares where levied are indicaled in footnoles. Dealer discounts are shown in footnotes. These prices in effect Oct. 5, 1942 as posted by 


principal markeling companies al their headquarters offices, but subject to later correction. 





S. O. Indiana (Cont’d) S. O. Nebraska Sn: Ee geactins Sun seiien ove tatanee Cams 


city tax ‘s —Albuquerque, & Roswell. 0.5c; Santa Fe, 























(Regular Grade) ; | le. Texas 4c state tax applies within city limits of Tex- 
Red Crown (Regular Grade) Gaso- Kero- st sag Ark.; Okla. 5.5¢ state applies within city 
3 C : pe : s line sine | imits of Fi. Smith, Ark 
oe Tees kee « enane r.W. Dealer Taxes T.W. TTo consumers & dealers. 
Red weicaideaeien Omaha 14 89 65 98 
ec P McCook 10 5 9 4 6.5 9 ‘ ‘ . . 
Crown ————Gase- Kero- Nocfalk mo 64 68S 3 S. O. California 
Cons. Red Blue line sine North Platte ] 9 9 & 5 0 . : ‘ . 
T.W. Crown Crown Taxes T.W. Se re ? 95 3 , 5 Standard Gasoline (Regular Grade) 
. Scottsbluff 12.4 I 5 6.9 9.9 Flight Gasoline (Third Grade) 
POU TE cccvccec BOT 92 9 1 45 10.1 ‘ ee | Standard Flight | 
Quiney, Me) 89 79°79 °~ «45 (lO S. O. Louisiana | — Pa | 
acer ge Ind... 11 6 2 ‘ 9 ° ee vi 8 Esso Gasoline (Regular Grade) ted Pos- ted Pos- | 

i vansville, Tnd 11.4 ) 9 ‘2 2.9 | ».6 | Consumer Gaso- Kero- | Net ted Net ted Gaso- | 
South Bend, Ind 12 10 10 5 *10.2 : | | 
OUCH Crema, Tre ~ r 2.0 va Tank Dealer line sine Tank Re- Tank Re- line 
Detroit, Mict 114 99 94 4 9 ¢ T T T a “ 

Sehiaalate- pth : 4 4 Wagon LF Taxes T.W. Fruck tail Truck tail Taxes 
Grand Rapids, Mich. 10.1 8 6 8 1 45 9 6 New Orleans. La 8 75 9 95 as *9 , Fr re ° ea pa 
Saginaw, Mich 11 4 99 94 4.5 9 6 ivinn Rinase, La 8 75 9 93 Q 5 *9 5 San Francisco, Cal.. 10 - 14 . ) 7 12 7 + > 
Green Bay, Wis..... 12.2107 97 #55 106 Beatin Bas 873 993 gs #95 | 1s Angeles, Cal 95 13.5 85 15 45 | 
Milwaukee, Wis..... 121 106 101 55 105 pe opacity fe 9 95 83 *9 Fresno, Cal. nu B Pb BKB 45 
La Crosse, Wis 11.9 1004 99 55 10383 Fala Clincliaa. ia 9 95 85 *)1 I eng \riz . 12 16 10 13 6.5 | 
Minneapolis-St. Paul 11.9 9 9 95 S.3 30:3 Sheavenort. La. 85 9 85 *f Reno, Nev -oee 12 16 mo Mm 585 

: 99 - 9 eo 5 pis ely = >. 2 he a Portland, Ore 105 14.5 o.3 t2.8 6.5 
Duluth, Minn i2.2 6.7 10.2 5.5 10.6 Knoxville. Tenn 93 10 85 12.5 S W s tg hg . 
Mankato, Minn 119 104 95 &.5 3 Memphi ; Tent 7 o0 8 40 R535 10 5 Seattle, ash 10 4 14 ~4 : = 12 m4 6 - 

. : 9 «¢ ‘ Au * pis, am za 2 2 | Spokane, Wash co 22.59 16.3 FEL. 34.5 6.5 
Des Moines, la 11.4 abd 4 45 >8 | Chattanooga Tenn 10.5 11 S.2 11 | es - Qs a5 = 
Davenport, la...... 11.7 102 97 45 *101 Nashville. Tea m5 It 85 39 | «= Tacoma, Wash... - oe Te SS ee eS 
Mason Cate, Bh... 5. Ma. @:2 $.7 6.5 10.1 | Beistal Tenn 1995 11.45 85 13.1 | Std. Aviation 73 
sp leg Mo. -. 10.3 8 : 8 ° —- ~4 4 8 Little Rock, Ark 95 10 8 10 } Posted Net Kerosine 
Kansas City, Mo 10.4 ‘.9 6.9 5 Ey. *Louisiana kerosine prices are ex le state tax. Tank Gasoline Tank 
St. Joseph, Mc ee 9 8 *45 94 Discounts Track Tates Teuck 
Fargo, N. D.. 29 114 105 5.5 113 ; a re oe = sabi ee , i 
Huron, 8. D....... 123 108 103 55 10.7 ee en CSCS SE FB Poem: Cel 12.5 5 at .S 
Wichita, Kans << Oe Ce Ge. Se @ = ont Cal + ‘ : ro + 

. 5 ° i | Fresno a 3.2 4.5 2.8 

. » oO ’ ~ 7 ~ 

Stanavo Aviation 73 Octane Humble vil & Retming Co. Seong \riz : . = 6.9 +3 ss 

umbie otor ue egutar t-rade eno ev . -— > 2.0 » 
Chicago, Til. sseeseese iS .7 4.5 Phriftane (Third Grade) Portland, Ore 13 65 3.5 | 
Milwaukee, Wis....... 15 9 5 > Humble Thriftane Gaso- Seattle, Wash 13 6 ° 13 > 
Minneapolis, Minn 15.7 5.5 ‘Tank Reo Tank Ra. line Spokane, Wash. 16 65 165 

: . - 9 2 ¢ 5 acs 
x car, mig 15.2 sf » Wagon tail Wagon tail Taxes Tacoma, Wash ‘* 13 6.5 13.5 } 
. anes nN eS o 1 8 4 » Dallas, Tex 7 j 7.5 6 ott 6.5 5.5 Resale & Commercial: T.C. deliveries 0.25c¢ per gal 
i S$ D ° +4 . feed Ft. Worth, Tex 8 5TT 105 7.5% 9 Jo off posted net tank truck 

uron, 5. pak 6.1 9.9 Houston, Tex 85 12.5 7.5 105 5.5 Commercial Retail deliveries, and /or tank truck 

, > . P San Antonio, Tex 8.5 2.9 7.5 10.5 >. deliveries of less than #0 gals., 4e per gal. above posted 
+ oe rhe — +r areatne net tank truck price for Standard Aviation and 
Specie aphiha so ware *Tank Wagon Retail Standard Gasoline and 3c per zg il. above posted net } 
(Prices are base prices before discounts Dallas, Tex 7 = l | tank truck for Flight Gasoline, except single deliveries j 
Chicago......... I35 138 128 45 Ft. Worth, Tex 7 11 of less than 40 gals. to Marine trade only, which are 
Detroit Tae 5 8 5 16 3 15 Houston, Tex 8 11 billed at posted net tank truck price, | 
i. Gry MEG. cccee 98.3 143 13 8 15 Si Antonio, Tex 10 | 
St. Louis, M 13.7 147 13 2 1 5 a igh set : . T . | 
Mil oe O... 3.6 +4 a ae od 74 Oct. Aviation Gasoline, Clear Tank Car ~ | 
+ tee - Me BS 19 5.5 FOB Baytown, Tex 8.5 Canada 
innep'Is.... 14.2 18.2 13.5 5.5 *To all classes of dealers & consumers ae é ; . | 
; es ee ‘Toes | iéc allowance to dealers only. PRICES ON IMPERIAL OTL, LTD. 
Fuel Olle rw. } t t Less 2c allowance to dealers only Per Imperial Gallon, which is 1.2 U. S. Gallons 
Chicago | tLesa 2c allowance to dealers only. 3-Star Imperial Gasoline Regular Grade) 
Standard Heater Oil | ry ry 1 +K ¢ | 
‘ — “ro- 
IN oy Cionsia. o's a: aRiaih oli eentararere 9 I he I exas ( O. tGasoline *Gasoline e 
RSE RCo ee ere 8 Gasoline—Dealer T.W. Gaso- Tow Taxes Eee 
BO WM OP OWE. occ ccc cccaecccase Ye Fire-Chief Indian line en, ee 17.5 il 18 
(Regular) (3rd Grade) Taxes T 0 ' ha th aa ics 17 r 11 18 
Stanolex Stanolex | T ~ + - = nc OPORUO, RIDE. +)s\¢.0109's — 9: 
. . Ph x, Dallas, Tex 6 54 2.97 2.9 Brandon, Man cone Sae 10 23 
Fuel Oil No. 1 Furnace Oil Ft. Worth. Tex 8 5+ 7 5** gs Winnipeg, Man...... 2) 5 10 295 
1-99 gals. ‘ eis ee ee ar 8.5 85 Wichita Falls, Tex 85 1.5 5.5 Regina, Sask......... 18 10 20 
100-149 gals......... 7.5 7.5 Amarillo, Tex 85 7.5 5.5 Saskatoon, Sask...... 20.8 10 22.8 
150-399 gals......... 7.5 7.5 Tyler, Tex, 8 5* 7 a $5.5 Edmonton, Alta _. 18.9 10 20.9 
400 gals. & over..... 4 7 Fl Paso. Tex.... 9.5 8.5 5.5 Calgary, Alta........ 16 10 18 
San Angelo, Tex 85 7.5 5.5 Vancouver, B.C..... 15 10 24 
Stanolex Stanolex Waco, Tex 8* 7* 5.5 Montreal, Que....... 17 11 17.5 
+ Fuel Oil A Fuel Oil B Austin, Tex 8 5 7.5 5.5 Ss ohn. N. B...... 16.5 13 19 
: D St. John, 
1-99 gale............ 8 8 Houston, Tex. . 85 7.5 5.5 Halifax, N. S........ 16.5 13 19 
100-399 gals......... ‘4 — — : — 4 A >. o *Includes 3c Federal, and Provincial taxes 
400-749 gals......... 6 6 ort Arthur, lex a ere se +To divided & undivided dealers. 
750 gals. eee 5.25 5.25 | *Less |« temporary allowance to all dealers 
| **Less 1.5c temporary allowance to all dealers 
Stanolex Bunker C Fuel Oil tLess 2c temporary allowance to all dealers. 

36 i tLess 2 4c temporary allowance to all d alers = . i. wer 
: a .. Sa te: gs Retro yore Sa ocarts uae arora ec 6.5 2 Tank Wagon Price Changes 
00- _. POLE METER E ECT TEC 5.5 } . ° . + 
1000 wall. & over 4 5 Con tinent al Oil ( O. (These changes have been made in price tables) 

RRR Rob Aree era OR ae ate : 4 Oo 
-_ : | N.B. Prices are Continental's “structural” prices. | S. O. Indiana—Red Crown Gasoline: 
Other Points Stanolex rolex | Prices do not reflect temporary reductions made to . 
Indianapolis No. I Furnace Oil | meet local competition). Kansas City price down 1.0c Sept. 24. 
1-99 gals........ re *8 7 Conoco De- : | , ie hi , » 

100 adie & over... core *7 : Bronz-z-z mand Gaso- Kero- | S. O. Indiana—Blue Crown Gasoline: 

Detroit (Regular) 3rd Grade) line sine | Kansas City price down 1.0c Sept. 24. 
1-99 gals........ 78 Tlank Wagon Taxes T.W. | 

100 gals. & over... 6.8 Denver, Col Sonn ae 10 5.5 il | 

aaa Grand Junction, Col. 12 il 5.5 12 | 
1-99 gals........ have 8.7 Pueblo, Col 10.5 9.5 5.9 10.5 

100 gals. & over... es: | Casper, Wyo 11.5 10.5 5.5 12 | 

i " i Cheyenne, Wyo ll 10 aie 11.5 
Minneapolis . * a = 

1-99 gals........ 85 Billings, Mont 12.5 11.5 6.5 12.5. | 

100 gals. & over... aoc 7.5 Butte, Mont 13.5 12.5 6.5 13.5 | 

St. Louis | Great Falls, Mont 12.5 11.5 6 3 2.5 | 
1-99 gals........ 83 78 lielena, Mont 13 A 12 6.5 3 a 

100 gals. & over 7.3 6.8 | Salt Lake City, Utah. 13 5 12.5 5.5 45 | 

miat tie ; Bo se, Ida 41 13.1 65 16.5 | 

1-99 gals........ Reed 7.6 Twin Falls, Ida 15.6 14.6 6.5 17 

100 sas. & over... ee 6.6 Albuquerque, N. M.. 0.5 9 5 *7 10 | 
Ro wel, N. M 10 9 *7 9.5 

*Taxes: In gasoline tax column are included these | Santa Fe, N. M 10.5 95 *7.5 10 | 
city taxes —Kansas City, St. Joseph, and St. Louis, Ft. Smith, Ark 9.5 9.25 "7 9.5 
lc. Indiana kerosine and fuel oil prices are ex 4c Texarkana, Ark 9 8 5.5 9 
state tax; lowa kerosine prices are ex 3c state tax. Muskogee, Okla 9.5 8.5 7 8.5 
In naphtha tax column are included 1.5c federal tax Oklahoma City, Okla 9.5 8.5 7 6.5 | 
and state taxes. Tulsa, Okla : 9.5 8.5 7 os | 











Above prices include these inspection fees on both gasoline and kerosine unless otherwise specified. per gallon 

Alabama 1 /40c on gasoline, | /2c on kerosine; Arkansas | /20c; Florida 1 ‘8c; Ulinvis 3 /109c; Indiana 1/3e in lots of 25 bbls. or less. 2 /25c in lots of more than 25 
bbls.; Kansas 1 /50c; Louisiana 1 /32c; Minnesota 7/200c; Missouri 1/50c: Nebraska 3/L00ce; Nevada, gasoline 1 /20c; North Carolina 1 /4c; North Dakota 1/20c; Oklahoma 
2/25ce; South Carolina | /8c; South Dakota 1/20c; Tennessee 2 /5c; and Wisconsin 3/L00c. 


Kerosine inspection fees only: Lowa 3/50c; Michigan 1 /5c per gal 




















4A NATIONAL PETROLEUM NEws 














— ———— a ——-. 


CRUDE OIL PRICES | 








Prices in $ per bbl. of 42 U.S. gals. at the well. A. P. I. gravity. Prices are effective as of 7 a. m. of dates shown 












































EASTERN & CENTRAL STATES FIELDS TEXAS & NEW MEXICO FIELDS 
} PENNSYLVANIA GRADE Posted by Humble Oil & Refining Co. 
Posted by Jos. Seep Purch. Agency (Mar. 26, °42) (May 21, "41, except Panhandle, Tex. July, 9°41 and W. Central Texas Dec. 11, '41) 
ec EOC COTE CCL TS $3.00 Texas East West Pan- 
III 9 ae a carey ak aaa main erie $2.65 Gulf Miran- Ana- Dick- Central Central handle, W. Texas & Hawkins 
I: CU Dice kc ches ct Renekaseeehas 2.59 Gravity Refugio Coast do huac inson Texas Texas Texas New Mex. Texas 
Cae, WP. TOE Bi MEN oscesawcdneancceees $1.31 Below 20.. $1.08 $1.06 $1.03 $0.98 $0.93 tye ee. ©$0.73 $0.70 $0.80 
Posted by The Pennzoil Co. (Mar. 26, °41) 20-20.9.... 1.10 1.08 1.05 1.00 .95 ete 5s Sele .75 . 82 
| eee eer rea $2.93* 21-21 = ; + : + : pa ; = = neue oe Be .74 84 
| > > (M 2 2) pe 2 ‘ : sone seus of a 86 
Posted by Valvoline Pipe Lines ar. 6, °42 23-93 9. «1 16 114 11 106 101 seny sees ‘81 78 “88 
Bradford (E1k & McKean Counties, (Pa.).... $3.00 24.24 9. 
Warren, Forest, Venango, Clarion & Butler +o etl 1.18 1.16 1.13 1.08 1.03 tee tae . 83 . 80 = 
Counties, Pa coeoeeeerreseeeseesesseeseeeses 2.93 25 & . on aoa ae tage > ae hp ep 4 °* o> to - 
Alleghany, Beaver, Washington & Greene as _ - 2 : : 7 : . ; bo $0 = $0 = 4 4 
Counti Mec c nears + china easeensan eens 2.65 > aesee — ~ . Fe . 
Wan veebae $2.59 27-27.9.... 1.24 1.22 119 114 1.09 1 OL 95 89 86 
S O° eal aaa ak sianetetial y pitaaa Retest pedal g ak > oe 28-28 .9.... 1.26 1.24 1.21 1.16 1.11 1 03 .97 91 88 
INNO RIO oa a oie cece eck an bred $2.55 59-99 9 58 o on ~ 
*Applies to Cochran, Franklin, Hamilton & Doo- 30-30 a." : 30 I 26 1 23 1 18 1 13 1 05 99 .93 90 
| little districts; prices in other lower districts range : “3 pees = 1.28 1.25 1.20 1.15 1 07 1.01 95 92 
| down to $2.88 per bbl. at well. 31-31.9.... 1.32 1.30 1.27 1.22 1.17 1.09 1 03 .97 94 
32-32 .9.... 1.34 1.32 1.29 1.24 1.19 1 11 1.05 99 .96 
en _ : 36 : 34 : 31 1.26 1.2 113 1 07 1.01 98 
MICHIGAN 34-34.9.... 38 36 33 1.28 1.23 1.15 1.09 1 03 1.00 
35-35 .9.... 1.40 1.38 1.35 1.30 1.25 5 
Posted by Pure Oil Co, (May 27, '41) 36-369... 1.42 1.40 1.37 132 1.97 I 19 I 13 07 04 
Midland, Midland County................... $1.44 37-37.9.... 1.44 1.42 1.39 1.34 1.29 1.21 1.15 1.09 1.06 
| NE on coun k 6 peweuuaneaacnebebnen seamed $1.39 38-38.9.... 1.46 1.44 1.41 1.36 1.31 1.23 1.17 1.11 1.08 
} 39-399 1.48 1.46 1.43 1.38 1.33 1.23 1.19 1.13 1.10 
Posted bn Simrall Corp. (May 27, ’41) - : ‘ : 
| Greendale, Porter, Vernon, Crystal & Wise... .$1.44 40 & above 1.50 1.48 1.45 1.40 1.35 1.27 1.21 1.15 1.12 
Buckeye, Be sntley, Edenville, Beaverton & Refugio: Includes crude purchased in East White Point, Greta, Melon Creek, O'Connor-McFaddin, ymenth, 
| Monitor (sweet crude type)............06.: $1.42 Saxet, Taft, & Tom O'Connor fields. 
Freeman, Redding, Lincoln & Winterfield. ...$1 39 Texas Gulf Coast: Includes crude purchased in Amelia, Clear Lake, Goose Creek, Hastings, Magnet, Mykawa, 
West Branch-Arenac. Meaawa anew neuen 1 24 Mykawa New, Raccoon Bend, South Thompsons, Sugarland, Thompsons, & Webster fields 
eee eee $1.2 Mirando: Inc ludes crude purchased in Blanchard, Bridwell, Colorado, Comitas, Eagle Hill, Escobas, Fitzsimmons, 
} Posted by ‘Sohio Corp. (Mich. Div.) Glen, Government Wells (North & South), Heyser, Hoffman, Kelsey, Kohler, Loma Novia, Lundell, Manilla, Mirando 
| Traverse crude in Alle ‘fan, Kent, Ottawa & Van Valley, Placedo, Randado, Sarnosa, & Tesoro fields. 
| ee a a a errr $1.45 Anahuac: Includes crude pure hased in Anahuac, Angleton, Cedar Point, Fishers’ Reef, Hull, (Old & New), Pierce 
Trenton crude, Monroe Co. fa a, | er $1.39 Junction, Red Fish Reef, & Turtle Bay fields. 
Posted by Bay Pipe Line Corp. (May 27, °41) Dickinson: Includes crude purchased in Dickinson, Gillock, Hardin, League City, & Rowan fields. 
Saginaw & Wise. ..$1.44 Buckeye, Bentley & - East .; ntral Ys ase Includes crude purchased in Anderson, Cherokee, Limestone, & Navarro Counties, and 
Kawkawlin .. $1 42 avarro rossing 1e 
Clase... ~ «ceeeinz $1.11 Adams (June 1, '41)$1 .27 West Central Texas: Includes crude purchased in Brown, Callahan, Comanche, Eastland, Fisher, Haskell, 
‘ Jones, Shackelford, Stephens, & Throckmorton Counties. 
Panhandle, Texas: Includes crude —- hased in Carson, Gray, Hutchinson & Wheeler Counties. 
ILLINOIS-INDIANA-KENTUCK Y-OHIO West Texas & New Mexico: Includes crude purchased in Andrews, Crane, Crockett, Ector, Gaines, Glasscock, 
sine : M se Howard, Reagan, Upton, Winkler, & Yoak kum Counties, Texas; Lea County, N. 
Posted need Sohio C i ( "9g 21, *41) 7 Hawkins: Includes crude purchased in Hawkins Field, Wood County, Texas. 
I}linois Basin, including Griflin pool........... 4 Conrce....... $1.43 East Texas & Flag Lake «3 25 Clack: Sehosesa $1.14 
Carmi, Storms, Ill. area...........+++++++05: $1.32 Tomball...... 1.40 Flour Bluff, E. Flour Bluff... 1.33 Alice, Benavides (N. Sweden), Sun... 1.35 
00D agg gteway et eat .o MG niasndnns 1.08 Salt Flat, N. Salt Flat. 1.14 Ben Bolt, Clark-Muil, Tom Graham. 1.35 
Corydon, Ky. area, Henderson. . ee ste eeeeeeee Je eee 0.79 Darst Creek, Hilbig, Carroll. 1.14 BOD OIE 6a occ ccccscecccacensee 0.95 
Posted by Ohio Oil Co. (May 21, '41) Pe S4hponasdensuseisenewsand 1.33 
IN MNS ooo sa ieb cn wena eaekeanewnse wird $1.37 
Eestern Ill. & Weatern Ind... .....ccsccccces $1.2 MAGNOLIA PETROLEUM CO. THE TEXAS CO. 
Posted by Carter Oil Co. (May 21, °41) (May 21, °41) (May 21 ‘41) 
Loudon, Fayette Co. Ill... ........... ees : Panhandle, Tex.—(July 9, °41)—S Humbl » ' : . 
= : . oS Same as Humble Panhandle, Tex.—-Same as Humble except Texaco 
Posted by Mohwwh Oil Lines, Inc. (May oe te .o “0° sonny * on at = Pa . begins with 34-34.9 at $1.03. 
Sere eer eercccccccsecccescess , es exas— In Crane, Upton, Howard, Glasscock, om : 2 
Posted by Ashland Oil & Transp. Co. Mitchell, Winkler, Cochran, Hockley, Yoakum & nn = — <7, _. _<. py eg — 
| Somerset oil in Ash. Limes, Ky.; (June 19, °41) Gaines Cos., and in Pecos & Andrews Cos. beginning a 36 & a 9 at $l 04 ae 
Big Sandy River. .$1.38 Kentucky River. ..$1.43 Apr. 1, *42——Same as Humble except Magnolia begins nape “tines . 
Posted by Ownesboro-Ashland Co. with Below 25 at $0.80. Texas Gulf Coast—Same as Humble except Texaco 
Owensboro, Ky. area (May 21, 41)............ $1.32 N. Mexico In Lea Co.—Same as Humble except ends with 34 & above at $1.36. ‘ 
ted by S. O. Ohio (Sept. 1, °41) Magnolia begins with Below 25 at $0.88 & ends with Duval, Mirando, Tex.—Same as Humble Mirando 
Lima aged ~~ a ow E $1.25 = & ~~ aga 1 Rel " 28. of except Texaco ends with 28-28.9 at $1.21. 
. Do cccccvccecrssececesccvesesesoosvs - : a Cos.. Tex. ‘low 25 at $0.88, huge “ “~< 
Cleveland, Lodi & Chatham (O). areas......... $1.30 yee eheacam onauiie 10 & anon = _ Refugio, Ves. Same as Humble except Texaco ends 
F or . with 28-28 .9 at $1.26. 
Mirando, Tex.—Same as Humble. E 7 $1.25 c T $1.43 
. we arr . + or ~ . Last exus eee 2. onroe, GBeewess 
| MID-CONTINENT adap sweet oe * is 5 heer ate af ai car Darst Creek, Tex.$1.14 Hockley & Coch- 
OKLAHOMA-KANSAS-NORTH TEXAS Luling. Sata tee Ree a: 2 Pee aoe ys f 1.26 van Cos, Tes.. ad 
(See below for companies posting and dates) pee Re Tomball......... 1.40 
2 2 2 SINCLAIR-PRAIRIE OIL MARKETING CO. 
s .” ae Texas Panhandle iy. 23, “41 r Same as Humble SHELL OIL CO., INC, 
o¢ tié té except Sinclair-Prairie begins with Below 25 at $0.83. 2 °, 
=2 =z, £2 West Texas & New Mexico— (May 30, '41)—Same : . (May 20, 41) 
Gravity nD n Z as Humble except Sinclair-Prairie begins with Below —— . ae a M. aoe as Humble 
Be k w 21 Fe he ShtsNit a $0 85 $0 75 $0 81 25 al $0.80. 2 5 : except ohe ends with 300 W above a 
21 21 "Seis Cares gil y 2 23 83 Texas Gulf Coast— (May 21, '41)—Same as Humble. Fisher Co., Tex.—(Dec. 11, "41)—Same as Humble 
ES oe .89 81 .85 Mexia District, Texas—(May 30, ‘41)—Same as W. Central Texas except Shell begins with Below 25 
) ae ea te 91 84 ‘87 Humble, East Central Texas, except Sinclair-Prairie at $0.89. 
eee 93 _87 89 also posts Below 25 at $0.95. a $1.25 
25-25 9 5 sat 95 60 9 eet Wem —( ee Sh, OE) onan cccscececsces. $1.25 i ee meee ae” at "draenei on 
26-26 ” Saga Nita mapas 07 “93 a Long Luke, Texas (May 21, 41) icpeteiuaane $1.23 ne =. “~— ane Reve Shalk - Pool) || - $l = 
ana 99 ‘9 05 Chapel Hill (Washington Co.) Tex.: Seana de tiga “mage cen “te ‘ ‘ 
Ch tttteneees “a _ ‘a alow 80 arav. (len 98, 62) $1.18 Pecos Co., Tex., Yates Shallow Pool. ...... 82 
Ae ee iia ets : : . 1 20, 42). eee eee eens 8 i ~b. 2 295 
ee cranes 163 103 “99 50 grav. & above (Feb. 2, '42).............. $1.25 Mercy field, San Jacinto Co., Tex. (Feb. 27, 42). 1.25 
oe cult OO ETO 1.05 1.05 ol 
as - pedreniedagenstls 107 107 : 03 STANOLIND OIL PURC HASING co. 
B2-32.9.. sees. 1.09 1.09 1.05 ‘i rae (May . “at EES ; CONTINENTAL OIL CO. 
OD, PRET ere Cee eee : ‘linton, ex.— Same as umble ex. Gu 088 . hei . +, ’ 
7 See eee 1.39 1.13 1.09 except Stanolind begins with Below 21 at $1.08. scene ¢ a phan See, Seay a 8 
ER ics sinsiecepaies 1.15 1.15 1.1L Fairbanks, N. Houston & Rosslyn, Tex.—Same with Below 29 at $0.91 — - 
ae Et Eee ee 1.17 Bry 1.13 as Humble Dickinson schedule. wee gles — : 
8 rarer rr 1.19 1.19 1.15 Lake Creek, Tex.—(Apr. 9, '42)—Same as Humble Mirando, Tex. : (July 1, 41 Same as Humble. 
ee .. 2) 1.21 :.33 Tex. Gulf Coast except Stanolind begins with Below ae vy - <tece Driscoll, Tex.—(July 1, '41)— | 
rae ..23 1.23 1.19 21 at $1.08. Same as Humble Refugio. 
40 & above.......... ..2 1.2 L.2 E. Texas. $1.25 Satsuma & Tomball, a .$1.40 Alfred & Magnolia City, Tex. (May 21, 41), $1.35 
Above ae posted by: Eureka Heights (Harris Co.)—Aug. 1, +. $1.15 Eddy Co., N.M.—(May 30, °41)—Same as Humble 
: 0°41 i M. schedule except Continental begins with Below 
PF No. 1: S. O. Indiana May 20, ’41 in Okla. & Kans. N. 
Sine Saic Prairie May 20, ‘41 in Okla. & Kans. STANOL — OIL | & GAS CO. 29 at $0.88. 
beginning with 25-25.9. Continental May 19, ‘41 (May 21, "41) 
in Okla. & Kans. beginning with Below 29 at $1.01. W. Beaumont & Spindletop (Jefferson Co., Tex.) 
Texaco May 19, in Okla. & Kans. beginning with & Highland Island (Galveston Co., Tex.)—Same as . : 
28-28 .9. Humble Tex. Gulf Coast. PAN AMERICAN PRODUCTION co. 
| Hendrick & Henderson (Winkler Co., Tex.)—Same (May 21, ‘41) 
No. 2: Carter May 20, *41 in Okla. Shell Dec. 5, "41 as Humble West Texas except Stanolind begins with Hastings & S. Houston, Tex.—Same as Humble 
in Okla. & Kans. Magnolia May 21, '41 in Okla. Beles. —— ea Co.. T N 14. 41—S. Tex. Gulf Coast except Pan Am. begins with Below 
a ay Welder (Calhoun Co., Tex.)—Nov. 14, —Same 21 at $1 08. 
No. 3: All Dec. ‘41: Stanolind & Continental as Humble Anahuac. . 
- in N. Tex. Siac ldir-Praicie in N. Central Tex. Spencer & ts og ge ard Co., Tex.)—June 8, °42— es —— Sone oo Mande Saphane except 
25 Magnolia & Texaco in N. & N. Central Tex. Con- Same as Humble Texas. 2 Ae. Sages wae . 
na tinental, Magnolia & Sinclair-Prairie schedules Magnolia owen ody fa. (Ward Co., Tex.)—June PE PR cc casdetdnndoeesessonedeseeene $1.25 
begin with Below 29 at $0.97. Texaco schedule begins 8, '42—Same as Humble W. Texas except Stanolind Ce, Wis ass aenee Stet eee e ee eeeeeeees .90 
with 28-28.9. ends with 36 & above at $1.04. | Goodrich, Tex. Ee OL. cisannceakens 1.20 
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Prices in $ per bld. of 42 U.S. gals. ai the well. 


CRUDE OIL PRICES 


A. P. 1. grasity. 


Prices are effeetive 


as of 7 a. m. of dates shown. 





< 5 e = 
Ss s 3s A 
rf & e§ & 3 
_ = ze s E 
ge '§ , & sa 
ee a wn - ee = 
OS c= $ 3¢ 7 
Gravity ne Bb = & a Ss 
14-14.9.. $0.68 O77 . 
15-15.9.. ee 75 $0 
16-16.9.. ‘ .74 $0.79 7 
17-17... ae 78 82 82 
18-18.9.. $0.80 82 86 86 
19-19.9.., 84 86 90 89 
20-20.9.. 88 90 . a 93 
21-21.9.. .92 94 ; ow 96 
2-22 .9.. 96 .98 1.02 $0.88 99 
23-23.9.. 1.00 1.02 1.05 .92 1.02 1 
24-24.9.. 1.03 1.06 1.07 .97 1.05 1. 
25-25.9.. 1.07 1.09 1.10 1.01 1.08 1. 
26-26.9.. eH LS (652 2.06 «(2 I. 
27-27.9.. RS 2.15 2B.IS 2.20 «1.04 3 
28-28.9.. a Sie ee a 
29-29.9.. 1.20 i 1.19 1.20 1 
30-30.9.. 1.23 1.24 Lo 1.2 
31-31.9.. Soene - eee 1.2 
32-32.9.. a 5 tenes 
33-33 .9.. ren beans xaos 
34-34.9.. Kettleman Hills 
35-35.9. aS ee 
36-36.9.. 1.26 
287.9... 1.29 
38-38.9.. a 
39-39.9.. 
40-40.9.. 


Playa Del Rey: 
‘heeler Ridge: 22-22.9, 


Newhall, Kern 


(All gravities above those quoted take highest price offered in 


Sad 


CALIFORNIA 
Posted by S. O. California, May 23, 1941 


Fy $- : i 
B _ es = §& ° 
ie a = §s2 & me » 
sf & & € BYE $ & ae 
fe 28 § 42 33, § 32 
SS <2 = #£ Bat S BE dn 
0.70 $0.70 $0.70 $0.70 $0.72 
“ oa Ls i. > 
75 74 73 75 72 
78 77 7 7 72 
$1 80 79 82 74 
85 83 82 85 77 
.88 86 85 89 80 
91 89 89 92 84 
95 93 93 96 7 
98 97 98 1.00 . oe 
1.01 1.01 1.02 1.03 94 $0.99 
1.04 1.05 1.06 1.07 98 1.02 
1.08 1.09 1.10 1.11 01 1.06 .. 
1.11 1.13 1.15 05 1.10 $1.04 
Lit... 1.17 08 1.13 1.08 
vce MRT 2 237 2.12 
1.21 Elwood IS 1.21 1.15 
1.25 Terrace . 9 4.26 1.19 
1.29 F.o.b. Ship 2 28 2. 
1.32 | ee 27 1.26 
1.36 1.25 31 1.30 


(FOB Standard Pipe Line) 20-20.9, $0.80: 


1.28 


2 
a 


21-21.9, $0.84; 22-22.9, $0.87. 


$0.76; 23-23.9, $0.80; 24-24.9, $0.83 
River, Kern Front, McKittrick & Round Mountain: 


14-14.9, $0.73. 
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thal field 
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é 2 |e 
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z > on ex t3 = 2 
@ x => > © - oe 
iy - < Sass § - 
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} se 3 o gcd E 8 
OE Q = sf-- Pe val o) Gravity 
$0.73 $0.73 $0.73 ..14-14.9 
73 a <8 ccele-ke? 
Pt .75 .73 ..16-16.9 
.75 .78 i Perce 
ane. 7 .81 .73 ..18-18.9 
$0.7 81 .84 75 .19-19.9 
.76 85 87 Be | .20-20.9 
.79 .90 90 .80 ..21-21.9 
83 94 93 .83 .22-22.9 
.87 .99 .96 .86 23-23 .9 
.90 1.03 .99 .89 24-24.9 
94 1.07 1.01 .92 25-25 .9 
.97 2. 1.04 95 26-26.9 
1.01 1.15 1.07 .98 27-27 .9 
1.04 1.19 1.10 1.00 28-28.9 
— 1.07 1.24 1.13 1.02 29-29.9 
.01 $1.09 1.10 1.28 1.16 1.04 30-30 .9 
04 1.12 1.14 - 1.06 31-31.9 
7 #1.14 1.17 1.09 32-32.9 
10 1.17 Re 33-33.9 
13 1.20 1.13 .34-34.9 
16 1.22 eos 35-35.9 
19 1.25 36-36.9 
22 37-37 .9 
25 38-38 .9 
39-39 .9 
40-40 .9 





LOUISIANA-ARKANSAS 


Posted by S. O. Louisiana, May 22, °41 





LOUISIANA-ARKANSAS (Cont'd) 
Posted by Shell Oil Co., Inc. (May 20, '41) 











ROCKY MOUNTAIN FIELDS 
Posted by Stanolind Oil & Gas Co. (May 20, °41) 




















» & Gravity Iowa Roanoke Gibson Salt Creek (except Tensleep crude), Midway & 
3 2 Below 20 a $0.99 $0.94 $0.89 Dutton Creek, Wyo. 
+ : r : os es 20-20.9.., tenes 1.01 -96 91 Below 29.$0.96  32-32.9..$1.04 36-36.9..$1.12 
<« « 43 § g 9-33 21-21.9 1.03 98 -93 | 29.29.9.. (98  33-33.9.. 1.06 37-37.9.. 1.14 
ee ee eee ee ors ; : po . 30-30.9.. 1.00 34-34.9.. 1.08  38-38.9.. 1.16 
— 2. = £- ar la tata ‘eo ies 97 | 31-31.9.. 1.02 35-35.9.. 1.10 39-39.9.. 1.18 
7 es +s eee . ° sve l.2 
=° He = 2° #&* ZS | 25-25.9 1.11 1.06 1.01 _— 
Gravity <8 2& & & S8e | drove TE Lo 103 | Wyoming: __, Seeming 
40 & Above... $1.08 $1.18 $1.20 $1.30 $1.30 $1.48 NM cog sation cane es 1.17 1.12 1.07 | Tensleep Crude... $0.6785 Grasse Creek Light $1.00 
39-39.9..... 1.06 1.16 1.18 1.28 1.28 1.46 cinch nin anaaies 1.19 1.14 1.09 | Frannie Light...... .70 Grass Creek Heavy .50 
38-38.9..... O64 1.74 1.36 1.96. 1.96 1.44 TE a a aga ie 1.21 er 1.11 Frannie Heavy..... 47 Elk Basin....... 1.00 
$7-37.9..... 1.02 1.12 114 1.24 1.24 1.42 A ee 1.23 1.18 1.13 Hamilton Dome.... .45 RMR, SON 6.0 cicinci 1.07 
36-36.9..... EGO F.30 2.12 2.22 1.22 1:40 ER Soe ee ens oe o 1.25 1.20 1.15 ‘ an ’ 
35-35.9.. 98 1.08 1.10 1.20 1.20 1.38 BAGG ® 1 27 1.22 1. 17 Posted by Ohio Oil Co. (May 20, °41) 
34-34.9..... 96 E06 5:66 3.38 1.36 1.36 OO BOOVO sons vc cccscces 1.29 1.24 1.19 NNN NN gos chin era iain 6 aera eine MIM $1.00 
$3-33.9..... .94 1.04 1.06 1.16 1.16 1.34 CeORRR EINE Se, RACs 5c 08 d.0:00.00.0.00:60 05000 1.00 
2.52.9. .... 22 1.02 3.06 1.34 1.34 1.92 Iowa schedule includes Black Bayou & White Castle | Rock Creek, Wyo... ..........cscceccccevens 1.15 
31-31.9.. SO 2.00 2.62 1.32 1.32 1.36 La. fields. | Lance Creek, Wyo., (July 1, °41)..........006. £2 
30-30.9..... . 88 3 2.00 2.30 1.30 1.2 | 
> .86 .96 98 1.08 1.08 1.26 Roanoke schedule includes Chalkley, La. field. Posted by Continental Oil Co. (May 21, '41) 
i 28-28.9.. ||. 84 94 (96 1.06 1.06 1.24 +. Coli Welli Col. 
S7.97 9... 82 92 94 1.04 1.04 1.22 Gibson schedule includes S. Houma, Hester & W. | m os SAN ellington, Col a 
26-26.9..... 80 90 92 1.02 1.02 1.20 Lake Verret, La. fields. | Below 29 .$0.°6 32-32 .9. . $1.04 36-36.9. .$1.12 
25-25 .9..... A, 88 .90 1.00 1.00 1.18 | 29-29 .9 98 33-33.9.. 1.06 37-37.9.. 1.14 
Below 25.... ee 86 88 98 RR os ta a Happytown field, St. Martin Par., La....... $1.15 | 30-30 .9 1.00 34-34.9 1.08 38-38.9.. 1.16 
24-24.9..... Pam: Bone Bk | 31-31.9.. 1.02 35-35.9.. 1.10 39-39.9.. 1.18 
23-23.9..... 74 .86 bs .96 1.14 Posted by Arkansas Fuel Oil Corp. | 40 & above 1.20 
_- A aa 2 : 9 .12 ante Ee i , 29 eo ‘a : : 
Tek eee 70 mo an ; . Urania, La. (May 22, ‘41)....-.--0-eeeeeeeees $1.15 Canon City & Flo- me oe ge ee - 
Bel 2 : 8 ; 9 : : — oe a ees rence, Col...... $1.05 (May 30, °41)...$1. 
20-20.9. fi 6 80 -90 we Posted by Continental Oil Co. (May 21, 41 Cat Creek, Mont.. 1.15 Lance Creek, Wyo., 
Relow 20... 1 06 I To Oe oar aa carat cave Tava state ere $1.18 | (July 1, °41).... 1.12 
a te eee MII PIR Loc nia hawina eo ale an elore aa eaiaib 20 
Posted July 2, "42. Lake Arthur, Las... ,o0occceceeeeeeeeeeens 1.18 | Posted by Independent Pipe Line Ce. (Aug. 1, '41) 
: Renee, ams Coe, 2, RE) icc citcccsvcccaes 1.08 > . ” _ : 
| Atlanta schedule includes Buckner, Lewisville, Mag- — sil Nena oe — — pap emo cee . = 
i " Vi . , Sc S ). J : ° 2 alis Ully, veb., loac eC in MEK OAFB.. ..ccccece 5) 
nolia, Village & Schuler (Jones Sand), Ark Abbeville, La. Shubert. Neb.. inaded te tank GOSS. ....«<cccecce 0.97 
Below 36.$1.07 37-37.9. . $1.11 39-39.9. .$1.15 
De Soto schedule includes Sabine, Fouke, Homer, 36-36.9 1.09 38-38.9 1.13 40&abovel.17 | 
Miller co., Nebo & Sugar Creek, Lake St. John (4500 
ft. prod.) Sept. 5, °42. { 
" . . ~ l SOUTHEASTERN ELDS 
; | CANADIAN FIELDS | UTHEASTERN FIELD 
Rodessa schedule includes Cotton Valley & Shreve- | ‘ . F a | Posted by Allied Pipe Line Corp. 
port (Cross Lake) ending with Below 25 at $0.88; | Posted by Imperial Oil Limited | Tinsley (Miss.) Crude (Oct. 16, '41) 
Anse La Butte (Aug. 1, "41); Caddo (Oct. 15, 1941). | Western Ontario (Nov. 6, 1939 | on... is 90.745 32-32 9. i ; nae $0 .905 
e a.. .... $2.10 )il Springs........ 217 i, .765 pS errr ee .925 
‘ ‘ , | a csitaleeeetie = ow sidabteiaiee 26-26.9. 2.00.00 785 $6-84.9.. ssc 945 
Bunkie schedule includes Eola, Olla, South Olla, : . ‘ . 97.97 9 805 35-35.9 965 
Pine Prairie (May 21, '42), and University (Baton | Yurner Valley Crude Oil (July 16, "41 23-98 9 "R95 ——— 9083 
Rouge) Deep Production (May 22, °42). Prices FOB producer's tankage ne alate 845 37-37.9. e. 
} 33-33.9..$1.35 44-44.9..$1.57  55-55.9..$1.79 oR, ets 865 eh ont OEE 1.025 
| 34-34.9 1.37 45-45.9.. 1.59 56- 1.81 RA 885 er er 1.045 
Darrow schedule includes Bayou Mallet, Choctaw, 35-35 .9 1.39 46-46.9.. 1.61 57 1.83 40 & above...... 1.065 
Jeanerette, Lirette, N. & S. Crowley, Port Allen, 36-36.9 1.41 47-47.9.. 1.63 1.85 
Port Barre, Potash, Roanoke, & St. Martinville. | 37-37.9 1.43 48-48.9.. 1.65 1.87 
| 38-38.9 1.45 49-49 .9.. 1.67 1.89 Pickens (Miss.) Crude (Dec. 16, °41) 
| 39-39.9.. 1.47 50-50.9.. 1.69 1.91 24-24.9 $0.685  32-82.9......... $0. 845 
Big Creek, Dorcheat, McKamie, Distillates | 40-40 > 1.49 51-51 ? L. 71 l 93 oe eee .705 Sree 865 
Ra aciicriatasswtecnnskeinad okie $1.15 | 42-41.9.. 1.51 52-52.9.. 1.78 5 b.25 | 96-96.9......... .- a? here 885 | 
Heavy Smackover Crude..................- .83 42-42 4 1.53 93-53.9.. 1 ei 64 & over 1.97 << .745 oS > eae .905 I 
Cotton Valley Distillate (Sept. 1, '41)........ 1.40 | 43-43.9.. 1.55  5454.9.. 1.7% 28-28.9 765 86-86.9........% ‘925 | 
Cotton Valley (Holloway Sand Crude)........ 1.25 ; ‘ : ‘ ee .785 ee: eee 945 } 
AMIE RMIINOB So isos a cdcccsudesescesiers 1.20 | Absorption Gasoline (July 16, ‘41 ee eee "805 «0-- $8-88.9......... 965 | 
| 90% Rec., 20 lb. Reid v.p........cceceseeceees $2.28 31-31.9 825 ht TE .985 
(Continued nezt column) Dy Weg Be ie Be Wn dacks ce ceiceceiernce Bee 40 & above...... 1.005 | 
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Position Wanted 


BUSINESS MANAGER—College graduate, ma- 
jored in economics. 5 years major oil; 2 years 
local fuel-coal-feed company experience. Draft 3A. 
Box No. 152. 


Situations Open 


HEATING FIELD SALESMEN with outstanding 
sales record to sell boiler room chemicals to in- 
dustrial plants. Unprecedented demand for these 
products now Box No. 156. 





WANTED 

Refinery Design Engineer 
Permanent position for man with thorough 
knowledge of pressure vessel and piping de- 
sign. Experience as chief draftsman and 
construction engineer is desirable. Loca- 
tion middle west. Medium size independent 
company. In reply please specify personal 
data, experience, draft status and salary re- 
quired. 


Reply Box No. 150 





Wanted to Buy 








WANTED 


Steel Storage Tanks from 5,000 to 25,000 
gallon. Send full details including dimen- 
sions, thickness of plate and best price 
f.o.b. cars, for immediate sale. 


Brill Equipment Corporation 


183 Varick Street, 
New York, N. Y. 








Professional Services 





ANTI-KNOCK VALUES 
DETERMINATIONS 
The Gray Industrial Laboratories 
Chemists and Engineers 
Specialists on Petroleum Products 
961-976 Frelinghuysen Ave., 
NEWARK, N. J. 
Telephone Bigelow 3-4020 














For Sale 


For Sale (Michigan) Two Semi Four Wheel Gas 
Tank Trains, (4 vehicles) no tractors. GMC 5 
years old, Heil Tanks 2500 gal. capacity. Each 
vehicle needs tires otherwise ready to work. Air 
brakes. Box No. 151. 


FOR SALE: 1—1939 cab over engine Chevrolet 
with 720-gallon, 3 compartment tank, pump reel, 
hose and 1%” Automatic Brodie Meter: $1500. 
100 used 60-gallon narrow Lubesters, F.O.B. Hart- 
ford, each $15.00. Box No. 154. 


FOR SALE carload reclaimed Launching Grease. 
Interested parties may have samples. Marine Junk 
Company, Mobile, Alabama. 


GEORGE A. BURRELL 


Consulting Petroleum Engineer 
Design Construction Reports 
Suite 1909, 
20 Pine Street 
New York City 


1936-42 Fifth Ave. 
Pittsburgh, Pa. 
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Published every Wednesday by 
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TRUCK FOR SALE 
1941—-White Truck “Super Power’ Model 
WA-14. equipped with a 1500 gallon 3 
compartment tank and 2” Brodie gravity 
flow meter All in” perfect condition. 
825/20 Dual rear tires 750/20 front tires. 
Over drive transmission. Will submit pho- 
tograph on application. 

P. O. Box 36—22nd., Station 
St. Petersburg, Florida 
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ACCURATE LABORATORY TESTS 
GASOLINE OIL 
Standard Methods Employed 
Octane Ratings by A.S.T.M. CFR Unit 
THE DETROIT TESTING LABORATORY 
554 Bagley Avenue, Detroit, Mich. 








“For Sale,” “Wanted to buy,” “Help 
Wanted,” “Business Opportunities,” “‘Mis- 
cellaneous” classifications, set in type this 
size without border—15 cents a word. 
Minimum charge, $4.00 per insertion. 

“Position Wanted’’—10 cents a werd. 
Minimum charge $1.50 per insertion. 

Advertisements set in special type or 
with border—$5.00 per column inch. 

Copy must reach us not later than Sat- 
urday preceding date of issue. 

All advertisements carried on this page 
are payable in advance. 

No agency commission or cash discounts 
on classified Advertisements. 
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Russel S. Williams, 
Indianapolis, president 
of Gaseteria, Inc., is 
now serving in the 
U. S. Air Force as a 
captain. He was active 
in the Indiana Inde- 
pendent Petroleum 
Assn. and was a mem- 
ber of District 2 mar- 
keting committee. He 





is at a Florida training 
base. 
° ° °Q 


Joel A. Lipscomb, 
who for the past 
twenty years has been 
connected with the 
legal department — of 
Atlantic Refining Co. 
in Philadelphia, has 
accepted an  appoint- 
ment by the State De- 
partment to be petro- 
leum advisor to the 
government of  Para- 
quay. 

Mr. Lipscomb joined the Atlantic legal staff 
in Mexico. During the last war he served as 
a captain in the U. S. Army. He is a member 
of the Union League of Philadelphia, the In- 
ternational and Comparative Law Section and 
the Council of the Mineral Section of the Amer- 
ican Bar Assn., and of the Texas Bar Assn. 


° ° ° 





Joel A. Lipscomb 


Walter L. Faust has 
been elected to vice- 
presidency in the So- 
cony-Vacuum Oil Co. 
Since 1938, Mr. Faust 
has been eastern sales 
manager for the com- 
pany. He joined the 
Vacuum Oil Co. in 
1929 and 


manager — of 





became 
marine 


Walter L. Faust 


sales department of 
that company and later of Socony. In 1935, 
he added direction of aviation sales to his 
other duties. 
O° °O ° 
A new officer in the Army Air Corps is 
Herbert Nunnery, secretary of Mississippi Pe- 
troleum Industries Committee. At present he 
is stationed at Miami Beach. 


e ° Qo 


E. Waldo Emerson, sales manager of the 
New York Division, Gulf Oil Corp., has been 
commissioned a lieutenant colonel in the U. S. 
Army Ordnance Department. Mr. Emerson as- 
sumed his new duties as chairman of the Price 
Adjustment Board of the New York Ordnance 
District, handling renegotiations of war con- 
tracts, on Sept. 20. 


AS 


Claude E. Wells, assistant chairman of the 
American Petroleum Industries Committee in 
the central division, has received commission 
as a lieutenant, senior grade, in the U. S. Navy. 
Mr. Wells also has been acting secretary of 
the Illinois Highway Users Conference and 
was recently appointed to the petroleum ra- 
tioning and transportation advisory committees 
to the Illinois State Defense Council. 


° ced oO 


A. W. Schrader, Chicago, American Oil & 
Grease Corp., is now serving with the U. S. 
Navy as a Lieutenant-Commander, A. J. Calla- 
ghan, company vice-president, announces. Lieut- 
Comm. Schrader has been with the company 
for 21 years. He is stationed at the Maritime 
Training Station in New York. 


° ° 


J. M. Gardiner, for years sales manager of 
the Republic Oil Refining Co. and Republic 
Oil Co. at Pittsburgh, and who, for the past 
several years, has been headquartering in the 
Southeast—the last address being Petersburg, 
Va.—has moved his office to 624 Union Trust 
Building, Washington, D. C., Telephone, Execu- 
tive 2988. 


Ralph F. Carey, former sales manager of 
the Metropolitan New York-New Jersey Divi- 
sion of Shell Oil Co., has been appointed act- 
ing division manager succeeding Harry J. Un- 
derwood, transferred to the Boston division as 
manager, P. E. Lakin, vice-president in charge 
of marketing, has announced. At the same time, 
Mr. Lakin announced the appointment of Ar- 
lin T. Doane, former acting Boston division 
manager, as acting assistant sales manager with 
headquarters in this city. 

Mr. Carey joined Shell’s Metropolitan divi- 
sion in 1929 in an engineering capacity and 
me year later was advanced to superintendent 
operations. In 1931 he became division 
operations engineer; in 1933, assistant division 
manager: and in 1937, sales manager, which 
position he has held until his present appoint- 


ment 


Mr. Underwood joined the Shell organization 
in Chicago in 1928 as a lubrication engineer. In 
1932, he became assistant manager of the Chi- 
cago division He was transferred East in 
1936 as manager of the Philadelphia division 
and in 1938 came to New York as manager 
of the Metropolitan New York and New Jer- 


Mr. Underwood was a member 


sey territory 
of the Petroleum Industries Committee in New 
York, and during the rubber salvage drive was 
chairman of the Nassau County, L. I., commit- 


tee. 


Mr. Doane started as a lubrication salesman 
in Boston in 1931, was in the New York office 
in 1936 and 1937 as assistant lubrication man- 
ager, and then returned to Boston as sales man- 
ager. He later became division manager of 
that territory. 


E. A. Metcalf has been appointed manag 
of the Neodesha, Kans., refinery of India: 
Standard, President Edward G. Seubert a: 
nounces. Mr. Metcalf began work at the r 
finery when it was part of Standard Oil C 
(Kansas) and continued as superintendent whe 
the Kansas company sold the property to lh 
diana Standard. He retained this positio 
until named acting manager on April 20, 1942 


Harold R. Snow, formerly manager of th 
Neodesha unit, has accepted position as a 
sistant general superintendent of Pan Amer 


ican Refining Co.’s refinery at Texas City. For 


the past several months, he has been doin 
special work on a butadiene project. 


H. G.  Schnetzle: 
succeeds Mr. Metcalf a 
superintendent at Neo 
desha and retains his 
duties as chief chemist 
He joined Indiana 
Standard in 1924 as a 
chemist; in 1932 was 
transferred to Ne 
desha; became chief 
chemist in 1938 and 
acting superintendent 
in 1942. 





E. A. Metcalf 





H. G. Schnetzler 


H. R. Snow 


° ° ° 


5 


Maj. George H. Schoenbaum, Washington, 
now assistant chief of the preventative main 
tenance section, maintenance branch, field sers 
ice division, Ordnance Department. 


° ° ° 


James Anderson of Houston, former vic 
president and treasurer of the Humble Oil 
and Refining Co., has been appointed a lieu 
tenant colonel, and will serve as principal pet 
sonnel procurement officer, field service, Eight 
Service Command. 


° ° o 


Sam Seltzer of Royal Petroleum and Fran! 
Sylvestre and Ed Nielsen, independent oil pri 
ducers, all of New York City, are spending this 
week hunting moose in the Canadian wood 
They are guests of Canadian oil man Joe Simard 
as his lodge in Laurentide National Park nort 
of Quebec. 
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Today oil men are finding familiar avenues 
of commerce are no longer open to them... 
like riding on your favorite boulevard and 
finding a bridge down or the road blocked. 


There was a time, not so long ago, when 
you could ship via tank-car any distance to 
any town or state served by rail. You could 
sell at any price you could get, in any quantity, 
in any grade. 


Today all that is changed. Today you need 
a “road map’’—one that is revised daily—to 
know how to guide your business. 


New marching orders for oil are being 
issued almost daily from Washington. What 


was an open road yesterday may be blocked 
tomorrow morning. 





That's why alert oil executives depend on 
Oil-LAW-Gram to keep them on “through” 






Clip and mail this ceupon now! 
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highways, for Oil-LAW-Gram tells them ex- 
actly what they can do and what they can- 
not do. 


Oil-LAW-Gram brings subscribers the 
word-for-word text of all important-to-oil gov- 


ernment orders, laws, directives, recommen- 
dations, and amendments, usually within 36 


hours after official issuance in Washington. 
Oil-LAW-Gram eliminates all guesswork. 


See for yourself. Take advantage of the 
2-week free trial of Oil-LAW-Gram offered be- 
low. No expense. No obligation. 
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In Alaska, Africa, the Orient, in the Atlantic, 
the Pacific, and in Latin America — wherever 
War has struck —the men and ships of PAN 
AMERICAN AIRWAYS have carried on. 


Among the outstanding PAN AMERICAN 
AIRWAYS’ war-time achievements are: (1) The 
establishment of war transport service from the 
United States across the South Atlantic to West 
Africa and on to the Middle East and the Orient. 
(2) The organization and operation of a ferrying 
service to speed the delivery of military aircraft 
and equipment to the middle East and Orient. 
(3) The training to date of some 1,850 flight 
navigators for the U.S. Army Air Force and the 
Royal Air Force. (4) The construction of amaz- 
ing airport facilities in parts of the world where 
airplanes were hitherto unheard of. 


And wherever you find PAN AMERICAN 
AIRWAYS’ planes, you will find STANDARD 
STEEL WORKS equipment helping carry on 
the tremendous War effort. 


A STANDARD STEEL WORKS Refueler prepares another 
PAN AMERICAN plane for some far-distant mission 
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This STANDARD STEEL WORKS Refueler does its part in the delivery o/ 
desperately needed planes to the Middle East and Orient. 











